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DON'T LET THE SUMMER'S HUMIDITY 

HAUNT YOU THIS FALL! 



Left-over moisture is no problem ivhen 
you record on humidity-resistant 

audiodiscs* 

The worst of the summer months have passed — hut the humidity lingers 
on. And its after-effects may actually he felt far into the fall and winter. 
For an ordinary lacquer recording disc absorhs moisture much more 
readily than it will give it up. And "left-over moisture," absorbed during 
the summer, can spoil many a recording months after the humidity has 
fallen below the danger point. So why risk "grey rings" and high noise 
level, when you can lie sure of faultless recording with humidity-resistant 
Audiodiscs? 

In Audiodiscs, the moisture problem has been solved permanently 
by the addition of a special moisture resisting agent — without any change 
in the basic lacquer formulation. As this development was perfected in 
1947, we have had plenty of field experience to back up our own labora- 
tory tests. During the summers of 1948 and 1949, for example, none of 
our customers has reported any humidity trouble. 

So — for truly fine recording and reproduction all year around — be 
sure to ask your dealer for Audiodiscs ! 




TAPE RECORDISTS-Send for your Free Samples of the NEW tt HcU otttfMg* 




AUDIO DEVICES, INC. 

444 Madison Ave., New York 22, N. Y 



Now, after 2V2 years of re- 
search and development, 
Audio Devices offers you a 
complete line of highest qual- 
ity magnetic recording tape- 
designed for matched per- 
formance in any tape recorder. 

Two different types of 
paper-baseAudiotapeare now 
available — one with a high 
coercive-force black oxide, 
and the other 
with a medium 
! coercive-force 
*, red oxide. This 
; choice of charac- 



Genf/emen: 

Please send me, free of charge, Two, 200-foot samples of 
paper-base Audiotape — one with high coercive-force oxide, 
and the other with medium coercive-force oxide. 



teristics enables you to select 
the tape that best matches the 
bias of your machine — for 
maximum quality of record- 
ing and reproduction. 

Plastic-base Audiotape, 
with the same choice of ox- 
ides, will be available shortly. 

We'd like you to test this 
new r Audiotape, in your own 
machine. The coupon at the 
left, or a request on your 
company letterhead, will 
bring you a 200-foot sample 
of each type without cost or 
obligation. 




NAME— 



COMPANY- 
ADDRESS, - 



city^ 



HTvV 'rode Mark 

_ W x 

AUDIO DEVICES, INC. 

444 MADISON AVE., NEW YORK 22, N. Y 

Eiport Dept.: ItOCKE INTERNATIONAL, 13 East 40th St., Ntw York 16, N. Y. 

Audiodiscs ore manufactured in the U.S.A. under exclusive 
license from PYRAl, S.A.R.I., Paris 
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Sylvania's outstanding television picture tubes 



W^lien 32 nationally known television set 
makers specify Sylvania television tubes 
for their sets, yon have a sure indication of 
t heir excellent quality. 

If you wish full information about the 
entire line of Sylvania Cathode Kay Tubes, 
made by t lie manufacturers of highest 
quality radio tubes for many years, write 
Sylvania Electric Products Luc., Cathode Ray 
Division, Emporium, Pa. 



SYLVANIA^ELECTRIC 



CATHODE RAY TUBES; RADIO TUBES; ELECTRONIC DEVICES; FLUORESCENT LAMPS, FIXTURES, WIRING DEVICES: ELECTRIC LIGHT BULBS; PHOTOLAMPS 
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LOW DISTORTION SIGNAL SOURCE 
FOR BROADCAST MEASUREMENTS 




SPECIFICATIONS 

Frequency Range : 20 cps to 20 kc, in 3 bands 
X 1 — 20 to 200 cps 
X 10—200 to 2,000 cps 
X 100— 2,000 to 20,000 cps. 

Frequency Calibration: Direct in cps for low- 
est band. Effective scale length far 3 bat, 
is 47 inches. 

Stability: Better than ±2%, including warm- 
up drift. 

Output: 3 watts or 42.5 volts into 600 ohm load. 

Frequency Response: Within ±1 db over 
entire frequency range. 

Distortion: Less than 1 % at 3 watts, output. 
Less than 0.5% at 1 watt output, at fre- 
quencies above 50 cps. 

Hum Level: Less than 0.03% of maximum am- 
plifier output voltage. 

Data subject fo change without notice. 



H0W-T0-D0-IT MANUAL 
FOR F.C.C. MEASUREMENTS 

Broadcast Engineers : 
Write for new 37- 
page manual. De- 
tailed i n structions for 
making F. C. C. sta- 
tion performance 
measurements. Rec- 
ommended circuits, step-by-step pro- 
cedures, charts for calculating data, 
recommended forms for characteristic 
curves. Limited quantity. Write on 
station letterhead — today! 




Broadcast stations across the country find this high-fidelity -hp- 201 B 
Audio Oscillator an ideal signal source for broadcast measurements, including 
new station performance data now required by the F. C. C. It meets every 
FM or AM requirement for speed, ease of operation, accuracy and purity of 
wave form. It enables you to quickly, easily and accurately make such meas- 
urements as high fidelity amplifier tests, overall station frequency response, 
overall station distortion, studio— transmitter line characteristics, etc. 



3 WATTS OUTPUT 

The -hp- 20 IB provides 3 watts of 
output power into a 600 ohm resis- 
tive lead, sufficient to drive almost 
any kind of broadcast, laboratory or 
production equipment. Distortion 
may be limited to less than 0.5% at 
power of 1 watt or less. Hum level 
and output level can be attenuated 
together, and hum level is held 70 
db under signal level for accuracy in 
working with small test signals. 

20 TO 20,000 CPS 

The instrument has a frequency range 
of 20 to 20,000 cps, covered in 3 
bands. Frequencies can be tuned di- 
rectly or by a 6:1 vernier control. 



Effective scale length is about 47" and 
the no-parallax tuning dial has 95 
calibration points occupying 300 de- 
grees of the scale. The entire instru- 
ment is rigidly constructed for long 
service; sturdy, light weight and easy 
to handle. It is completely powered 
from any 1 1 5 volt ac power source. 

Get complete details. See your 
nearest -hp- representative or 
write direct. 

HEWLETT-PACKARD CO. 

I878L Page Mill Road, Palo Alto, Calif. 

Export: FRAZAR & HANSEN, LTD. 
301 Cloy Street, San Francisco, Colifornio, U.S.A. 
Offices: New York, N. Y.; Los Angeles, Calif. 



laboratory instruments 

FOR S P E i 0 / AND ACCURACY 
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Proper manipulation of the microphone boom required for TV broadcasting 
operations presents a new responsibility to the audio technician whose past 
experience has been limited to aural broadcasting. The photo — a view 
in a CBS studio — will indicate the relatively complex, heavy 
construction of a TV mike boom as compared to the simple 
units used for sound broadcasting. 
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OVERALL FREQUENCY RESPONSE 
AT TAPE SPEED OF 15 IN./ SEC. 



3> 



100 FREQUENCY IN CYCLES PER SECOND 



PROFESSIONAL 




Rack-mounted RCA Tape 
Recorders in action at NBC, Chicago 

Rack-mounted RCA Tape Recorders (Type RT-5) are 
well-suited for control rooms and recording laboratories — 
lend themselves well to system layouts where more elaborate 
recording jobs are required. You load the tape and cue at 
the rack. You start the recorder by a switch at the control desk. 



1 



FREE — new booklet about RCA's 
revolutionary new Tape Recorder. 
Curves, illustrations — complete de- 
scriptions of recorder set-ups. Write 
Dept. 7j» RCA Engineering Prod- 
ucts, Camden, New Jersey. 
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DESK-MOUNTED-* 
Type RT-4A 



The RCA Tape Recorder in 
desk-type console. Recorder 
and amplifier are "built-in" 
for maximum operating con- 
venience. Plenty of desk-top 
space. Extra room below for 
additional amplifiers. A hand- 
some and thoroughly depend- 
able control-room recorder to 
install beside your studio con- 
solette or turntables. 



1000 



10.000 



20,000 





ThREE OF THE finest heavy-duty tape 
recorders in broadcasting — at prices 
under any comparable type in the high- 
fidelity class! 

Taking only three or four seconds to 
thread . . . and requiring no complex 
over-and-under threading or "doubling 
back" of the tape . . . RCA recorders are 
so simple to operate that anybody can 
run one. Vertical reel-mounting makes 
them easy to handle without bending or 
leaning over the instrument. Sturdy, two- 
sided reels reduce danger from unreeling 
the tape or snarling. There is only one 
driving motor— and only one 3-unit head, 
that plugs in and out without need for 
tools. 

At the flip of a switch, you can run off 
high-fidelity recording or playback for 
33 minutes— with response at 15 kc. Or 
66 minutes of it with response at 7.5 kc, 



whichever you choose. Frequency com- 
pensation is automatic for either tape 
speed position. Tape tension is held 
so carefully that front-panel "speed- 
change" switching from fast-forward to 
fast-reverse is done instantly . . . without 
damage to the tape. Feather-weight tape 
tension also insures playback timing to 
+ 0.2 per cent at both speeds (you can 
edit recordings precisely— with minimum 
tape stretch). Automatic tape "lift-off" 
eliminates head wear during rewinds. A 
separate recording and playback ampli- 
fier enables you to monitor the tape ami 
record programs simultaneously— your as- 
surance that important programs are 
actually on the tape. 

Designed by men who live with the 
business, these RCA units meet the needs 
for a foolproof instrument capable of 
recording true-to- life shows in the field 



and in the control room. Frequency 
response is essentially flat from 30 to 
1 5,000 cps— at a tape speed of 1 5 inches 
per second. Signal-to noise ratio is 5 5 db 
on the console and rack models— and 
50 db on the portable model. "Wow" 
and flutter is less than 0.2 per cent at 
1 5 inches per second— and less than 0.3 
per cent at 7V4 inches per second. With 
the standard VU meter (large-size) you 
can read recording and output levels, 
plate currents, bias, and erase voltages 
—directly. 

More than a hundred of the new RCA 
Professional Tape Recorders are already 
in commercial service. Ask any network, 
independent station, or transcription 
studio how they like them. Vour RCA 
Broadcast Sales Engineer has the facts. 
Call him. Or write Dept. 7J, RCA 
Engineering Products, Camden, N. J. 




BROADCAST EQUIPMENT 

RADIO CORPORATION of AMERICA 

ENGINEERING PRODUCTS DEPARTMENT, CAMDEN, N.J. 

n Canada: RCA VICTOR Company limited, Montreal 



PORTABLE — Type RT-3A 



The ideal recorder for high-quality 
"remotes," studios, or control rooms. 
The recorder is carried in one case. 
The amplifier is carried in another 
case. Amplifier input is arranged for 
standard microphone (cannon 
receptacle provided), or bridging of 
600-ohm line (terminals). Playback 
am plifier is designed to feed standard 
600-ohm lines and headphone jack. 
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EDITOR'S REPORT 



FURNITURE CABINETS NEEDED 

THE SOLUTION to any problem is usually simplified 
greatly by the complete statement of that problem. 
With the hope that this may be the case in this in- 
stance, it seems desirable that a few words be set down on 
behalf of the home experimenter — as we choose to call 
him — the audio hobbyist. 

Such a hobbyist pursues what appears to be unattain- 
able — since he is continually at it — and that is perfect 
reproduction. This "perfect reproduction" may differ- 
appreciably from one installation to another, but who 
is to tell anyone just what he should consider perfection? 
One person may demand complete studio realism, while 
another may want '"mellow" music. Let it sullice, thougli, 
that each person is entitled to judge whether or not his 
particular installation satisfies his desires. The steps to- 
ward this satisfaction — considering the equipment alone 
— are relatively straightforward. Components of prac- 
tically all types, sizes, and styles may be had at the parts 
jobbers'. But when it comes to the cabinet to house this 
equipment, the road is not so easy. 

Currently there are entirely too few furniture manu- 
facturers who include cabinets in their lines which are 
suitable for housing a high-quality residence radio in- 
stallation. If the hobbyist owns his own home, it is often 
quite simple to install the amplifier equipment in a base- 
ment or in an unused closet or under a stairway as sug- 
gested by a leading manufacturer of home music systems. 
The apartment dweller is confronted with many more 
difficulties. Even if he does have sufficient closets — a 
rarity in most apartments — they are likely to be full 
of clothes and boxes, as witness the hall closet made fa- 
mous by Fibber and Molly. 

The cost of having a custom cabinet made to order is 
usually prohibitive; the skills of the average individual 
do not usually include the type of craftsmanship neces- 
sary to construct suitable furniture cabinets which would 
be acceptable to the "interior decorator in charge." While 
most furniture manufacturers do make cabinets of various 
types, these are rarely adaptable to the requirements of 
residence radio systems. One radio components manu- 
facturer provides a line of sectional cabinets which may 
be combined to make almost any desired arrangement, 
but these are all modern and may not fit into the decora- 
lion scheme. 

What is needed, then, is a line consisting of about four 
cabinets in each of two designs — period and modem- 
that are styled to harmonize with standard furniture, and 
which will provide space for record changers or turn- 
tables, tuners, and amplifiers, and with at least one model 
large enough to include a tape or wire recorder. The ad- 
dition of record storage space would be desirable in the 
larger models. These cabinets need not necessarily include 



space for speakers, for most serious hobbyists do not 
subscribe to the idea of having the speaker in the same 
cabinet with the remainder of the equipment. It is general- 
ly recognized that the volume required for good speaker 
performance must be of the order of six to ten cubic 
feet, and thus hardly suitable to be combined with an- 
other four to eight cubic feet of cabinet designed to hold 
the electronic equipment. 

One of the reasons for the absence of suitable cabin- 
tery in existing lines is undoubtedly the fact that manu- 
facturers have overlooked this market. It is firmly be- 
lieved, however, that from live to ten thousand cabinets 
could be sold every year to music lovers and audio hob- 
byists who have been made aware of the advantages of 
specialized equipment in the search for optimum quality. 

Many readers have already found a cabinet arrange- 
ment which answers their requirements completely; 
others are still groping. In an effort to get these two 
groups together, we would like to see photographs and 
simple sketches of satisfactory units. A number of the 
outstanding cabinet designs submitted will be described 
and shown in an early issue. May we have your ideas? 

COLLEGE OF AUDIO ENGINEERING 

Further proof of the growing recognition being given 
to the field of audio engineering as separate and distinct 
from other branches of electronics and radio is evident 
from the recent chartering by the State of California of 
the new University of Hollywood. The Hollywood Sound 
Institute, long outstanding as one of the better schools 
for professional training in our field, will be merged 
with the University, and will hereafter be known as the 
College of Audio Engineering. The University offers an 
eighteen-month major resident course in Sound and 
Audio Engineering, leading to the degree of Bachelor 
of Science in Audio Engineering. Other courses will in- 
clude magnetic and film recording engineering, drama, 
music, radio, and television. 

Dr. B. M. Klekner, president, and Howard M. Tre- 
maine, vice president and educational director, are to be 
congratulated on their efforts toward the establishment 
of the new University, and our best wishes are extended 
to them. 

AUDIANA 

Elsewhere in this issue are a number of excerpts from 
your letters seconding the plea of Mr. Schwartz as pre- 
sented in the Letters column of the September issue. The 
response was surprising, both as to the number of letters 
and the promptness with which they were forthcoming, 
and it appears that such a series of articles would he 
read with some interest. The first of the series is now 
being prepared, and is scheduled for the December issue. 
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BRITAIN'S BEST AUDIO AMPLIFIER 

DISTORTION : 0.1% 

Investigate its quality of reproduction and workmanship at 
1IOOM 650, Till] AUDIO FA I It 

H. J. Leak M. Brit. I. R. E.,will be in attendance to discuss technicalities and to 
settle distribution rights. He will be at The Hotel New Yorker from Oct.20 — Nov.6. 



LEAK 

"POINT ONE 

AMPLIFIERS 




♦» ** 

♦1-3 



REMOTE CONTROL 
PRE-AMPLIFIER RC/PA 



An original feedback tone-control circuit. 
No resonant circuits employed. 

• Distortion: Less than 0.05%. 

• Switching for Pick-up, Microphone and Radio, with 
automatic alteration of tone-control characteristics. 

• High sensitivities. Will operate from any moving- 
coil, moving iron or crystal P.-U. ; from any mov- 
ing coil microphone; from any radio unit. 

• Controls : Input Selector ; Bass Gain and Loss ; 
Treble Gain and Loss; Volume. 

Output Impedance: O-JO.OOOw at 20 kc.p.s. 

The unit will mount on motor-board through a cut- 
out of 10 r /6 in. x 3% in., or it can be bolted to the 
power amplifier, when, with a top cover, the whole as- 
sembly becomes portable. 

For use only with LEAK amplifiers. 




Is*. 
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TL 12 12W. TRIPLE LOOP 
POWER AMPLIFIER 

Standard U.S- tubes used. 



A Leak triple !oop feedback circuit, the main loop giv- 
ing 26 db feedback over 3 stages and the output trans- 
former. 

• Push-pull triode output stage. 400 V. on anodes. 

• No H.T. electrolytic smoothing or decoupling con- 
densers. 

• Impregnated transformers; tropically finished com- 
ponents. 

• H.T. and L.T. supplies for pre-amp. and radio units. 

• Distortion: at 1.000 c/s and 10 W. output, 0.1%: 
at 60 c/s and 10 \V. output, 0.19% ; at 40 c/s and 
10 W. output 0.21%. 

• Hum and Noise: —72 to —80 db on 10 W. 

• Frequency response: ±0.1 db, 20 c/s-20 kc/s. 

• Sensitivity: 160 mV, 

• Damping Factor: 20, Input impedance: 1 Meg. 
Output impedances: 2«; 7-9w; 15-20«; 28-36«, 
Phase margin 20° ± 10° : Gain margin 10 db + 
6 db, 

25 W. model a\ailable. 



The TUI2 Specification is bettered by check of the National Physical Laboratory (equivalent National Bu- 
reau of Standards) and their certificate will be on view. 

Write for 16 page brochure "A". 

We will be demonstrating with Leak Dynamic Pick Up & "550" Loudspeaker. 

H. J. LEAK & CO. LTD. Westway Factory Estate, LONDON W. 3. 
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Letters 



Driver Figure-of-Ment 

Sir: 

Audio men who prefer the triode as a 
power output tube generally find the driver 
stage a bit of a problem because of the 
re I at ively high driving signal required by 
most low-mu power triodes. This is partic- 
ularly true of the interesting 6AS7G. 

In selecting a suitable driver, one might 
take a page out of the jiulse amplifier man's 
notebook. Pulse men use a "figure of merit'* 
to ratr tubes for wide- band pulse-amplifier 
duty by comparing trie product of the mutual 
conductance and the electrode capacitances. 
Similarly, t lie audio man might rate drivers 
according to a "driver figure of merit" by 
comparing the product of the grid-bias and 
amplification factor. Obviously, gain alone 
is of little consequence in a driver if the 
grid bias is low since the low permissible 
grid signal limits the plate signal output. 
On the other hand, a high grid bias will 
be nullified by too low a mu since again 
the plaie output will be low. 

On this basis, the old 27 looks surprisingly 
good with a * ! figure of merit'* of 21 times 
9. or 189. as compared to the 76 or 6P5 
with 186.3, and to the 6SN7GT or 6J5 with 
160. The old 6N7 has a very high figure of 
merit, of 210. but its high mu of 35 means 
higher odd-order harmonics, and harsh in- 
termodulation distortion. The 27 tends to be 
a bit non-linear at 250 volts on the plate 
and — 21 volts on the grid. 



Tor a time, the writer contemplated trying 
out the video pentodes 6AG7 and 6AC7 as 
triodes for driver duLy. However, just re- 
cently one manufacturer has come out with 
a new 9-pin miniature twin-tnode, the 5687, 
which appears to be the answer to the 
triode man's prayer. At 250 volts, it takes 
a grid bias of —12.5, and has an amplifi- 
cation faclor of 16.5. giving it a driver fig- 
ure of merit of 206.25. This is nearly as 
high as that of the rather high-mu 6N7. 

ISy using two ot these tubes in push-pull- 
parallel, one could get quite a walloping 
driver signal since conductance is doubled 
and plate loading can be cut down. This 
increases gain and provides better impedance 
matching looking into the power triode grid 
circuit. Of course, the electrode capacitances 
and Miller effect are more or less doubled, 
and circuit design must be carried out so 
as to hold down high frequency cutoff. 

Admittedly, this simple method of rating 
driver tubes is a bit oversimplified, but is 
particularly effect ive where an "all-other- 
factors-are-the-same"'* condition exists. A 
table set up for various triodes shows a 
more less consistent decrease in grid bias 
wit h increase tn amplif icat ion factor, tn- 
dicat ing t he general fact that medium mu 
t ubes are most effect ive as power-t riode 
drivers, as a rule. 

Ted Powell 
5719 69th Lane, 
Maspeth, N. Y. 



LP Echoes 

Sir: 

. . . Wc have found that the most serious 
cause of echo in playing LP records is a 
worn reproducing stylus. This is probably 
due to a greater efTect of the echo near the 
surface of the record where the grooves are 
closes 1 , and the compliance of the medium 
ifr highest. In cases of severe needle wear, 
the shoulder formed on the tip may con- 
tact the "horns" which surround the adjacent 
groove. 

Howard A. Chinn 

Chief Audio- Video Engineer, 

Schwartz's Responses 

Sir: 

Mr. Schwartz is definitely not alone in 
his wish for articles in good basic audio 
design. Please start such a series and the 
sooner the better. 

Kenneth A. Wahrenbroclt, 
1785 N. Hunter, 
Stockton, California 

Sir: 

1 heartily agree with Mr. Schwartz' plea. 

Such articles as commercial sound sys- 
tems and the like that may be found in 
manufacturers 1 literature are a waste of 
space in your magazine. 

Frank A. Peters, 
Smithtown Branch, 
L. 1., N. Y. 



YOU'RE THERE WITH 



SAVES IIP TO 500% 
ON HANDLING TIME 



Handle up to 400 feet of mike cord with short cord ease 



Here's one of the handiest tools ever made for the Radio-Audio Engineer 
— for either in studio ar outside use. Rugged . . ♦ light weight . . . Saves 
time . . . gets the job done easier . . . faster . . . with less confusion . . . 
fewer jangled nerves. A must for every speciol events ond remote crew. 

MAKES CORD LAST 5 TIMES AS LONG! 
PORT-O-REEL pays for itself in cord saved. Cord size governs capacity. 
Some stotions ond networks use over 400-ft. of 2-wire shielded mike lead, 
other units equip for 120 volt power transmission. Unwind cord needed 
. . . set brake. 

Reel turns with operator as cord is drawn off. Non-slipping . . . non- 
tipping. Re-wind 400 ft. of cord in only 40 seconds! 



port6reel 

CORD ZZ. SAVER 



• Weighs only 9-lbs. without cord , , . 
Low, level-wind cord guide prevents 
kinks and knots. 

• Available without cord or equipped 
with any standard cable and plugs to 
your specifications. 

• Handy screw binding posts permit 
quick attachment or change of cord 
on untt. 

Send for literoture, prices and nome of nearby 



* Available with receptacle in frame 
for plug-in of feeder cord or for at- 
tachment of feeder cord to screw 
binding posts. 

• Maisture-proof running constant col- 
lector ring . . . reel out or wind while 
broodcasting ... no audible sound 
through transmitter 1 . 

Patents and ratcnt Pcndlne| 

distributor. 



INDUSTRIAL ELECTRICAL WORKS, 1505 CHICAGO ST,, OMAHA 2, NEBR. 



RADIO-AUDIO \ 
MODEL 




TV Engine 
Ask about the 
3-phase 
Heavy Duty 
POWER EEL 
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Now you can work with 

REMALLOY 




Mow you 
can . 
g et fQf 



Mow you 
can , 
use /Cf 



Permanent Magnet Material 

(ManufdC lured under license from Western, Electric Company) 






ARNOLD 



rite ifas6 time 



ARNOLD can supply REMALLOY 
in the form of BARS and CASTINGS 
or SINTERED TO SPECIAL SHAPES 



REMALLOY generally may be used 
instead of 36-41% Cobalt Permanent 
Magnet Steel — replacing it without 
design changes, and at a cost saving. 



In addition to our customary production of all types of ALNICO and 
other permanent magnet materials, we now produce REMALLOY. 
The various forms in which it is available — bars, Castings or sintered 
shapes — are all produced under the Arnold methods of 100% quality. 
Control; and can be supplied to you either in rough or semi-finished 
condition, or as completely finished units ready for assembly. • Let 
us help you secure the cost-saving advantages of REMALLOY in your 
designs. Call or write for further data, or for engineering assistance. 

The A rnold E ngineering (C ompany 

SUBSIDIARY OF ALLEGHENY LUDLUM STEEL CORPORATION 
147 EAST ONTARIO STREET, CHICAGO 11, ILLINOIS 



SPECIALISTS AND LEADERS IN THE DESIGN, ENGINEERING AND MANUFACTURE Of 

PERMANENT MAGNETS 
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When the processing plant reports 
they can't plate your master (usn 
lv for reasons unknown) . . . 

32 ° ■ 

DON'T IET IT RUIN YOUR DAY... JPfl 





Every disc hearing the Presto label 
will plate welt — either silver or 
gold — any time, ever> w here. 



/ 




RECORDING CORPORATION 




Sir: 

[ approve heartily of I lie suggestion put 
forward by Mr. Schwartz. Most of us indi- 
cate by subscribing to this publication that 
we expect something on a higher plane than 
is found in the strictly popular magazines. 
At the same time, we are too busy to comb 
through a mountain of literature trying to 
arrive at best practices and so on. 

Woodrow J. Radle, 

Box 336. 

Vandalia 



Count 
motion. . 



Sir 



Ohio 

me as seconding M r. Schwartz* 

L. Jacobson 

1535 Shattuck Ave., 

Berkeley 9, California 



World's Largest Manufacturer of Instantaneous Sound Recording Equipment. and Discs 



Bravo for Mr. Schwartz* proposal. I ap- 
proach audio purely from a music-lover's 
viewpoint, and must confess that I am 
partly baffled by a full 50 per cent of the 
articles — which however does not keep me 
from plowing through them all with no 
little pleasure or profit. 

. . . The few of us benighted characters 
who can haltingly grope through a sche- 
matic would, omce it was given u«, find the 
«enes indispensable. 

James H. Day 

1 20 f E. Seneca Ave., 

McAlester Okla. 

Sir: 

I read with enthusiasm Mr. Schwartz* 
letter. . . One suggestion: Jn planning the 
articles, have in mind their subsequent pub- 
lication a* a book. 

A. D. Battey, 

5757 Blackstone Ave., 

Chicago 37, HI. 

Sir: 

Mr. Schwartz is not alone . . . 

Such a series would help to allay a cer- 
tain degree of disappointment which is in- 
evitable on the arrival of a>n issue such as 
September, 1949. 

Charles M. Waldo, 
51 Jackson Road, 
Wellesley Hills, Mass. 

Sir: 

I agree enthusiastically with the sugges- 
tion offered by Mr. Schwartz. Those of us 
interested as hobbyists and semi-professiom- 
ally would welcome a series on fundamen- 
tals — design, placement, and practical sug- 
gestions on audio practices which are rou- 
tine with the professional but are picked 
up the hard way by the hobbyist. Most of 
us have st umbled on these elements of 
audio engineering but at great cost of time 
and cash. Errors of "cut and try'* could be 
somewhat eliminated for us. The cost of 
the output transformer I drilled a hole in 
the other day would buy another three-year 
subcription to A.E. 

Name withheld 
Seattle 5, Washington 

Sir: 

I agree substantially with the ideas of 
Mr. Schwartz. Here's hoping they will be 
carried out. 

Donald J. Ketchum 
Ketchum Sound Recording 

Laboratory 
South Pasadena, Calif, 

[Continued on page 55] 
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with New 



enroll Genuine 



16 COMPLETELY NEW MODELS 
3 1 5-inch Coaxials, 1 1 2-inch Coaxial 
1 1 5-inch to 1 5-inch Single Radiator models 

Now music can come to life far everyone — for in the new Jensen 
Genuine Wide Range Loudspeaker series, there is a choice af 
cast, size and degree-af*perfarmance to meet every requirement 
far thrilling, realistic reproduction. Whether it be a 5" loud- 
speaker at $8 list ... a 12" Coaxial at $33.40 list ... or a 
15" Coaxial with the new Jensen Wide.Angle Acoustic Lens 
listing al $135 . . . you will find totally new concepts of perform- 
ance, way ahead of conventional speaker reproduction, brilli* 
ontly engineered and painstakingly constructed into these new 
products. 

Write now for Data Sheet No. 152 describing all the new 
loudspeakers in the Jensen Genuine Wide.Range series, and 
booklet "Let Music Come to Lifel" 



%£6&cfe loudspeakers 



NEW — WIDE ANGLE ACOUSTIC LENS 

Typical of Jensen leodership in loudspeaker engineering is the 
acoustic diverging lens used an the H-510 Coaxial illustrated 
above. Adopting optical principles to acoustics, this lens ocis in 
conjunction with the h-f harn to distribute h-f radiation uniformly 
Over a wide angle . . . insures constant balance and high qual* 
ity reproduction throughout the whale raam. 



Thi% trademark identifiet an advanced design Voudipeotcr . . 
formance to meet today' s exacting requirement! fat faithful 
mvsre reproduction . . . achieved through the moif modern 
apdlicat'iom of acoustics. 
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For audio facilities that give 
you the most for your money. . . 

Look into this Western Electric line! 



25B Speech Input Console 

The 25B provides high- 
est quality studio con- 
trol for AM, FM and 
TV audio. It more than 
meets FM performance 
requirements for audio 
equipment — wide fre- 
qenryranjiejiigh signal- 
to-uoise ratio and exceptionally low distortion. It's 
flexible-handles two programs simultaneously with- 
out interference. It's easy to install — supplied com- 
plete with junction boxes and plug-in connectors. 




22E Portable Speech Input Equipment 

This equipment provides complete 
high quality amplifying and control 
facilities in two compact, easily port- 
able units — Amplifier-Control unit 
upper illustration), and separate 
carry ingcase with space for rectifier, 
batteries and cords (lower ilhistra 
don). Order now and he adequately 
quipped for the fall sports pro- 
grams. 




23C Speech Input Equipment 




The 2'.i is a complete, compact amplifier and con- 
trol assembly combining the advantages of high 
quality and minimum co^t. It will serve either one 
or two studio layouts in AM or FM stations — and 
because of its low cost, it's ideal for semi-permanent 
remote pick-up installations. 



639 Type Microphones 

These Western Electric Canli- 
oids, well known for quality per- 
formance in AM ami FM, are 
serving equally well asTV mikes. 
They provide excellent front-to- 
back discrimination, wide fre- 
quency response, high signal-to- 
noise ratio. The 63*) \ provides 
pick-up patterns, the 639 B a choice of six. 




a choice of three 



THE above items are available for immediate delivery. For 
further information or prices get in touch with your 
nearest Graybar Broadcast Representative. Or write Graybar 
Electric Company, 420 Lexington Avenue, New York 17, N.Y. 



-QUALITY COUNTS- 



gp Western Electric ==ss 
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Audio Frequency Measurements 



W. L. BLACK* and H. H. SCOTT** 



Part I: Design, development, and maintenance all depend on the measur. 
ing procedures employed. The author discusses these methods thorough- 
ly, and presents reasons for every step. 



DIKING THE LAST SEVEIIAL, YEARS the 
Radio Manufacturers Association 
has given considerable attention 
to codifying minimum standards of 
performance for the major components 
of radio broadcasting sjftfms. The en- 
gineering aspects of this subject have 
been considered by committees in the 
Transmitter Section of the Engineer- 
ing Department of the Association. 

Definitions and minimum standards 
for the audio faci I it ies of a rad io 
broadcasting r-ystem considered pri- 
marily as a complete electrical system 
have been issued as an KM A standard. 1 
As defined in this standard, audio facil- 
ities comprise "all audio facilities 
from the input terminals of the micro- 
phone pre-amplifier to the input ter- 
minals of the main transmitter, exclud- 
ing the studio-transmitter link which 
may be either wire line or radio. No 
pre-emphasis is included in the audio 
facilities." 

Subsequently work was undertaken 
to outline methods of measurement of 
audio facilities. In this connection, it 
is necessary to specify conditions for 
testing to insure that measurements 
made at different times and on different 
apparatus will be comparable. Further- 
more, it is desirable to indicate the in- 
strumentation necessary for practical 
results. The measuring equipment 
should be such as to insure adequate 
and duplicable results in the light of 
the requirements of the standards in- 
volved, while at the same time avoid- 
ing the imposition of an undue burden 
on instrument manufacturers. 

In the consideration of audio fre- 
quency measuring equipment it was 
early apparent that, while the subject 
is not new, there is a great dearth of 
correlated published material. In view 
of this situation, it is the purpose of 
this paper to summarize the technical 
background which is the basis for the 

*#e// Telephone Lahoratories y 
Murray MM, N, J. 
** Herman Hosmer Scott, Inc., 

S85 I* ut nam Ave., 

Cambridge 39, Atas$, 



This paper was originally pre- 
sented ai the joint 1RE-RUA 
Meeting at Syracuse, Yew York, 
on, April 28. 19^8 and is pre- 
sented in its entirety in Audio 
EnGi .veering hy authorization of 
Radio Engineers. 



RMA standardization activity, to in- 
dicate the philosophy leading to the 
formulation of the standards proposals 
as issued, and to outline possible pit- 
falls in malting measurements on com- 
plex high-gain audio systems. 

The measuring techniques which are 
discussed may bo applied with equal 
validity to component parts of systems, 
such as an amplifier having a transmis- 
sion gain or a network having a trans- 
mission loss, or to overall systems. 
ITowevpr. emphasis is placed on system 
measurements beoause a complex high- 
gain system ordinarily presents more 
of a measurement problem than do sys- 
tem components. 

As a practical matter, the important 
characteristics of audio systems for 
radio broadcasting which have been 
agreed upon for KMA standardization 
are: gain, frequency response (relative 
gain over a frequency 
range) . single-frequency 
harmonic distortion, and 
noise (in the sense of noise 
being extraneous «onnd or 
corresponding electrical 
energy tending to interfere 
with the proper and easy 
perception of desired 
sounds or their equivalent 
electrical waves). 



"insertion gain" may be defined 2 as 
the ratio, expres&ed in decibels, of the 
powers at a given frequency, which are 
delivered to that part of a transmission 
system beyond the point of insertion 
after and before the insertion of ap- 
paratus in the system. However, to take 
into account differences between source 
and load impedances, the Committee 
on Audio Facilities has defined inser- 
tion gain 1 as the ratio, expressed in 
db. of the power delivered to the load 
to the power which would be delivered 
to the same load if the amplifier or 
svstem were replaced by an ideal trans- 
former which matches the load and 
source impedances.* For the purpose 



*This latter definition, based upon the power 
delivered to a resistance load by the system 
being measured and the optimum power 
transfer from the generator, is that general- 
ly implied im connection with amplifier 
gains (Kef. 3, pp. 48-50; ref. 4, pp. 226- 
227; ref. 5). However, it has not been 
uniquely named or defined in the literature. 
At the present time the term "transducer 
loss'' and ihe cognate term "transducer 
gain" are understood to be under considera- 
tion. As they are being considered, both 
include the concept of an "ideal trans- 
ducer" for i he determination of reference 
power. The term "gain** in this paper is 
used in this laner sense. 



P L IS RESISTANCE EOUAl TO BATED 
tO*0 IMPEDANCE Of COUIPMCNT 

under test 



Gain Measurements 

Gain for the determina- 
tion of performance char- 
acteristics is m ea su red 
between resistances equal 
to the rated som-ce and 
load impedances. The term 



•0 LOC, 0 y- 
20 LOO , 0 • 



*h£«E o tl IS POWER IN LOAD * 
mENT UNDER TEST tNSEMTED 



- * * 20 LOG, 0 ^ \p± 
HE* ThE E0ui»mEnT InDE* 
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iBRATCO 
AOJUSTA6CE 
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"J 



nCALlSMATCO S *T~I 
ADJUSTABLE <■„ 



Utti 



SBC ARE IMPEDANCE MATCHING 
NETWORKS At INPUT AND OUTPUT 
RE SPECTivE LT 

R, ft R t ARE RESISTANCES EOuiL TO 
RATED SOURCE AND LOAD IMPEDANCES 
RtSPtCTIVELV.OF FACILITT UNDER TEST. 



distortion 
measuring 

ED *MJNT 



ND.SE 
MEASURING 

EQUIPMENT' 



1ECT1ONS < T - 



INSERTION CA)N*roR 
F*CILlTV UNOtR 
TEST 



FOR NO'SE MEASUREMENTS 
A(db) * Bfdbl « Ctdb) 



r* R. 



TYPICAL MEASURING SYSTEM FOR 
AUOlO FACILITIES 

Figure 2 



> *S OCFIUCO Bt pma 
CO^VlTICE OH *U0iO 

r*CiiJTir s 



of measuring insertion gain (or loss) 
on this basis the arrangement shown 
in big* 1 is used. In this figure, A 
shows an ideal transformer matching 
the load impedance to the internal gen- 
erator impedance. Hy detinition such 
a transformer has no dissipation loss. 
Under this condition, the power in the 
load may be stated in terms of the 
equivalent internal resistance of a gen- 
erator and the open circuit voltage de- 
livered by that generator. In B the 
power dissipated in the same load after 
insertion of the equipment to be meas- 
ured is defined in terms of the voltage 
across the load and the m-istance of 
the load. Then by definition the gain is 
the ratio of the power in the load with 
the equipment under test in the cir- 
cuit to the power delivered to the same 
load without the equipment under test. 



EQUIPMENT 
UNDER 
TEST 



CRITICAL LOADING FOR OSCILLATOR 



EQUIPMENT 
UNDER 
TEST 



H 0 SUCH THAT R 0 IN PARALLEL WITH 2« s IS OPTIfc 
LOAD FO" OSCILLATOR 



OSCILLATOR GROUND SEGREGATION 




T ( IS SHIELDED TRANSFORMCft. WAV ALSO MATCH 
OPTIMUM LOAD FOR OSCILLATOR TO 2Rs "o 'S 
TERMINATION F0« OSCILLATOR , IF REQUIRED 



OSCILLATOR CONNECTIONS 
Figure 3 



It is obvious that any further discuss- 
ion of gain will refer with equal valid- 
ity to frequency response, as the latter 
is relative gain over the si*ciried fre- 
quency range. However, rhe determin- 
ation of absolute gain requires more 
precise refinements in the measuring 
system than does the determination of 
relative gain (frequency response) as 
discussed in more detail later. 

Measurements using resistance ter- 
minations for the measurement of the 
component parts of a system may not 
agree in total with the results of over- 
all measurement of the system between 
resistances. Ordinarily the disagree- 
ment is, however, of relatively small 
magnitude when the interrelations of 
the impedances of the components have 
l een considered in conjunction with the 
sy s t em des i gn . For la rge variations 
from rated impedances, distortion of 
«ain - versus - frequency characteristics 
may be sufficient to require considera- 
tion of the coupling factors 9 involved 
and may indicate corrective equaliza- 
tion. 

Practical Test Circuit 

For practical tests, particularly 
where large amounts of gain or loss 
are being measured, the simple circuit 
of Fig. 1 is not adequate because of 
the limitations in the voltage ranges of 
the meters which may be available for 
indicating the input and output volt- 
ages. Tn order to obtain suitable vol t- 
age levels, calibrated attenuators are 
used in conjunction with the input and 
output meters. Since the attenuators 
may not always have the desired im- 
pedance for matching the equipment 
under test, impedance-matching net- 
works or pads will be required in some 
instances. Figure 2 presents an essen- 
tially complete diagram showing all 
circuit elements which would ordin- 
arily be required for audio-frequency 
measurements. Tn many cases several of 
the units may be comhined in one 



physical instrument. Separate con- 
sideration of each of the various ele- 
ments follows. 

Oscillator 

The source of power for gain test- 
ing is generally an audio frequency 
oscillator. This oscillator should cover 
the range of frequencies involved in 
the tests. Ordinarily absolute frequency 
accuracy and stability with time are 
not practical limitations. Thus abso- 
lute stability of the order of two per 
cent maximum, which is fairly readily 
achieved, is adequate. However, in the 
measurement of frequency selective de- 
vices such as filters and in the use of 
some types of distortion measuring in- 
struments containing sharply tuned re- 
jection circuits the accuracy of fre- 
quency may be a governing factor in 
accuracy of results. Another practical 
consideration is freedom from drift of 
output voltage with time and with var- 
iation in oscillator ]>ower supply volt- 
age. 

Tn addition, for gain measurement? 
the spurious components, such as har- 
monic distortion and noise in the os- 
cillator output, should not represent 
more than ten per cent rms of the out- 
put voltage. However, when distortion 
measurements are made, iis discussed 
later, it is important that distortion 
and noise components in the oscillator 
output wave he appreciably below thi? 
value to avoid affecting the accuracy 
of the distortion measurement. Low 
distortion from the oscillator is al&o 
important if the equipment under te>t 
include* filters having sharp cut-off 
characteristics. Tt mav be necessary to 



re re RE NCE 




METER BRIDGED 




LOSS QUE TO Z, 
■LOSS Ut>) * 20 LOG, 0 ~ - 70 LOOio 



*&t?L ♦ til ♦ till 

ijTT5 zl> 



LOSS DUE TD VOLUME INDICATOR 

IF IMPEDANCES ARE SUBSTANTIALLY RESISTIVE 
AND 7 6 - I L - 600 OH MS . Z, • 7300 OHMS 

LOSS - 20LOG M l.04 • 0.34 dfa 



LOSS OUE TO 8RI0GE0 METER 
Figure 4 
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take special precautions -to ob- 
tain satisfactorily low distortion 
from the oscillator. For ex- 
ample, with some oscillators the 
distortion is a function of out- 
put power. With such an oscil- 
lator the output level obviously 
should not be above that deter- 
mined to be objectionable. Har- 
monic suppression fillers mav 
be necessary following the oscil- 
lator. Means tor checking the 
oscillator distortion are describ- 
ed later. 

Some oscillators may be critical as 
to load ini|>edaiice, in which case it 
may be necessary to take special pre- 
cautions in the output circuit, such as 
those shown in Fig. 3, Although this 
figure shows such load impedance cor- 
rection as shunt resistance it is equally 
feasible to use a series resistance if 
the optimum load required for the os- 
cillator is higher than that offered by 
the measuring circuit. The principal 
difficulty usually experienced with 
oscillators critical to load impedance 
is an increase in harmonic content with 
departure from optimum loading. It 
will often be necessa ry to i ncl ude a 
transformer having an interwinding 
electrostatic shield between the oscil- 
lator output and the input of the test- 
ing circuit to control ground connec- 
tions and parasitic coupling between 
the oscillator and the remainder of the 
testing system. This is discussed in 
more detail later. 

Tn any event, with the input voltage 
to the test circuit measured at the lo- 
cation shown in Fig. 3, once the cir- 
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EQUIPMENT 
UNDER 
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RESISTANCE OF R 0 AND M; IN PARALLEL MUST EQUAL R L 
SINGLE METER 




Ry * RESISTANCE OF METER 
RESISTANCE OF R 0 A NO ft M IN PARALLEL MUST EQUAL * 



TYPICAL USE OF THERMOCOUPLE METERS 




R, ♦ TC, (HEATER) • R s ANO fi 0 + TCi (HEATER) ■ R t 

if R. 1> f R. 

GAIN (db) • 'OLOG, 0 * b ' 20LOG l0 — \| — 

l \ l R S r l V "s 

ALTERNATIVE METER CONNECTIONS 
Figure 5 



MATCHING PADS 
Figure 6 

cuit at the output of the oscillator has 
been determined and the oscillator out- 
put voltage is stabilized, the output 
ei rcuit does not affect the measu re- 
ments of gain or of response as a con- 
stant; output voltnge is maintained, and 
the Oscillator is then the equivalent of 
a zero internal impedance generator. 

Terminations and Meters 

The desired objective of comparable 
results indicates the use of pure re- 
sistances for terminations. Such ter- 
minations include that for the out- 
put of the equipment under test as well 
as any used for input termination, in— 
eluding that used for equivalent gen- 
erator internal impedance. If the im- 
pedance of a resistor used for such 
termination is within five percent of 
t lie desired resistance value over the 
frequency range from 0 to 50,000 cps, 
the inaccuracy of results due to such 
\ariation will be less than 0.01 decibel. 

There are other factors regarding 
precision of terminating resistors 
which warrant consideration. These in- 
clude the absolute value of output ter- 
minating resistors and the stability ot 
such resistors with temperature, par- 
ticularly when the output distortion 
of a power amplifier is being measured. 
Also included is the comparative ac- 
curacy of a pair of resistors when an 
arrangement such as Fig. 9 is employed. 

The input voltmeter may be of the 
vacuum tube, rectifier, or thermo- 
couple type, or may be a standard vol- 
ume indicator. This meter may be rms. 
average or peak reading except as noted 
in specific instances later. The stability 
of this meter must be such that ite 
readings are not influenced by extran- 
eous factors, such as power supplv to 
a vacuum tube. 

If a rectifier meter is used, ins pos- 
sible introduction of extraneous modu- 
lation products, particularly when mak- 
ing distortion measurements, as well 
as its possible variation in impedance 
with change in input are limiting fac- 
tors. The loss introduced in the trans- 
mission circuit by the ordinary meters 
of this type (of which the "standard 
volume indicator" is a special form) 
must be taken into account, particularly 



if the meter is alternately con- 
m JL l H nected and disconnected during 
' j*»'f ° a test. This effect can be reduced 
to negligible practical propor- 
tions if a resistance equal to the 
impedance of the meter is sub- 
stituted when the meter is dis- 
connected. In the recommended 
good engineering practice sec- 
tion of the American Standards 
Association mat era 1" on the 
''standard volume indicator" it 
ii recommended that the value 
of its impedance be not less 
than 7500 ohms for use as a bridg- 
ing instrument on a (iOO-ohni circuit. A 
volume indicator having such an imi>ed 
ance would introduce a db loss as 
shown in Fig. 4, assuming all imped- 
iinces are substantially resistive. 

A thermocouple meter mav be used 
provided it is appropriately connected 
to the circuit so that its internal re- 
sistance is taken into account- Suitable 
t he r n uk on p les will 1 1 a ve a heater re- 
sist;ance of the order of COO ohms or 
less for the sensitivity desired. Suit- 
ably calibrated thermocouple meters 
have good scale spread, practical free- 
dom from frequency discrimination at 
audio frequencies, freedom from modu- 
lation, and adequate accuracy. The dis- 
advantages are relatively slow speed 
of operation and dancer of damage 
from excessive current. 

In this general connection, the in* 
dication of a rectifier type meter, typi- 
fied by one using a copper oxide rec- 
tifier, approximates the average value 
ot a sine wave, while a thermocouple 
meter indicates the effective or rms 
value. However, if the former is cali- 
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UNBALANCED ATTENUATOR AND UNGROUNDED INPUT 




T, (S FOR OSCILLATOR ISOLATION, CONTAINS SINGLE 
ELECTROSTATIC SHIELD, 

T 2 IS FOR INPUT ISOLATION. CONTAINS DOUBLE 
ELECTROSTATIC SHIELDS. 

NOTE AVOIDANCE OF"GROUND LOOPS" 
BALANCED ATTENUATOR AND UNGROUNDED INPUT 



SHORT 




T, IS FOR OSCILLATOR ISOLATION AS ABOVE. 
NOTE THAT METER MUST BE UNOROUNDEO 



BALANCED ATTENUATOR AND GROUNDED INPUT CENTER TAP 




SHpRT 



B 



EOUPMENT 
UNDER 
TEST 

GND 



T, AS ABOVE. METER AS ABOVE. 

BALANCE AND GROUNDING-INPUT CIRCUITS 

Figure 8 



brated in terms of rms values, no prac- 
tical difficulty will be experienced on 
this score in making gain (and fre- 
quency response) measurements, even 
though one type is used at the input 
and the other type at the output, pro- 
vided that the testing frequency has 
a sine wave form within the limits al- 
ready discussed. In the determination 
of harmonic distortion, wave-form er- 
rors due to the type of meter used may 
limit the accuracy of measurement. 8 
The output meter may be similar to 



the input meter or may actually be 
the same meter alternately connected 
at the input and at the output. If the 
other components of the measuring 
system are so arranged that the input 
and output voltages are the same, the 
measurements are expedited with this 
arrangement, and errors due to absolute 
calibration of the meter and to its 
\ariaton in indication with frequency 
are eliminated in making response 
measurements. However, convenient 
switching on this basis involves bring- 



ing wires from the input and the out- 
put of the system in close proximity 
and may cause undesirable coupling, 
particularly when a high-gain system 
is being measured. This may cause an 
error in absolute gain indication or an 
error changing with frequency during 
response measurements, or both. This 
procedure is, of course, impractical if 
the input and output of the equipment 
under test are not in approximately the 
-ame vicinity. For example, the input 
of the system being tested might be in 
a studio control booth and its output 
in a master control room. 

A i iy meter o r mete i s use< I should 
have either flat frequency response for 
the range of frequencies involved in the 
measurements or must be calibrated 
for deviation with frequency to obtain 
accurate indication of absolute gain 
over the frequency range of interest. 
In addition, the instrument scale spread 
and pointer structure must be such that 
deviations are discernible on the in- 
strument with changes in gain of the 
equipment under test to an accuracy 
corresponding to at least the order of 
accuracy desired for the value of ab- 
solute gain. Furthermore, the sensitiv- 
ity of the output meter may require 
consideration in the case of loss meas- 
urements. Finally, the factors such as 
pivot friction and uniformity of mag- 
netic field ordinarily affecting the ac- 
curacy of electrical instruments should 
be considered in conjunction with the 
absolute accuracy desired. 

Figure 5 shows some possible varia- 
tions in circuit arrangement for vary- 
ing meter connections. 

Adjustable Attenuators 

As a practical matter, greatest con- 
venience of measurement is achieved 
if the meters used are held at constant 
readings and the variations in gain are 
determined by calibrated adjustable 
attenuators at the input and at the out- 

{Continrted on page 38) 
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Construction Details 
of a Continuously 



Variable Loudness Control 



J. W. TURNER* 



The popularity of this type of control provides the in- 
centive to construct a simpler form than the original. 



Sbvkkju, -\i(^tiis ago the writer con- 
structed a loudness control accord- 
ing to the information set forth 
in David Bomberger's article in an earl- 
ier issue. 1 The improvement in balance 
at all levels, and particularly at aver- 
age living room level and below, is 
just another one of those things which 
can only be appreciated through actual 
experience. No amount of description 
can replace one minute of listening to 
a system incorporating fully compen- 
sated control of this kirn). Without 
exception, its excellence has been ad- 
mitted by all who have heard it, and 
no one could fail to be impressed by 
its value after hearing the difference 
between a selection played at a low 
level using the loudness control and 
the same selection played at the same 
level but with the amplifier gain re- 
duced by the usual methods. 

After doffing the hat to Mr. Bom- 
berger in the above fashion, it is nec- 
essary to point out that the control 
had one serious drawback to which 
the writer could not accustom himself. 
This lay in the fact that a switching 
arrangement was used, whereas near- 
ly everyone is thoroughly accustomed 
to the smoothly variable nature of the 
standard volume control. The result of 
using a switch was a poor psychological 
situation in which it *eemed that no 
matter which position of the eleven 



* UUO Rockaway St., Boonton, N. /. 
1 "Loudness Control for Reproducing Sys- 
tems" Aunio Engineering, May 1948. 



point switch was in use, another one 
might be better. It did not seem that 
n greater number of i>ositions, as sug- 
gested by Winslow 2 , was the right an- 
swer apart from the increased number 
of components, so some mJins of mak- 
ing the control continuously variable 
seemed indicated. 

A survey of the catalogues failed 

2 "Full Range Loudness Control," Audio 
Engineering, Feb. 1949. 



to turn up a potentiometer which met 
the requirements with respect to num- 
ber and location of taps, so it was de- 
cided to attempt the modification of a 
standard unit. An Ohmite 250K linear 
pot was chosen, chiefly because of the 
fact that the resistance element in 
this type is mechanically secure as 
compared to some types in which the 
carbon strip is fastened down only at 
the ends, permitting the strip to move 
[Continued on page hU\ 
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Fig. I. Ground loudspeaker with protective cover in 
place, and showing access plate which permits easy 
removal of driver unit for maintenance. 



Ground 
Loudspeakers 



DAVID SCOTT* 



A unique loudspeaker arrangement which is ideally suited for airports 
or large athletic fields such as the one for which it was designed. 



DESIGNING a practical loudspeaker 
installation for use in a large out- 
door arena has been a running 
problem for Czech engineers for a 
number of years. The unusual require- 
ments which had to be met brought 
forth several different proposals and de- 
signs. However, none of those has been 
completely satisfactory until now. 

The problem was a public address 
system for the Strahov stadium in 
Prague- This is one of the largest 
stadia in the world, the arena measur- 
ing 1000 by 050 feet, and the stands 
having a capacity of 280,000 spectators. 
It is used primarily for exhibitions of 
mass calisthenics and exercises in which 
up to 20,000 participants perform si- 
multaneously. These are normally held 

*Praha XVt f Ztwerka 2460, Czechoslovakia 




Rig- 2- Cross section of ground loud- 
speaker Dimensions shown are in milli- 
meters, with overall diameter of bell 
being 40 inches and depth of bell be- 
ing 28.5 inches. 



Bell 

Horn center secti< 
<*'bonib") 
Deflectors 
Ribbed cover 
support 



Perforated main 
cover 

Removable center 
section of main 
cover 

Matching trans- 
former 



at six-year intervals by the Sokol physi- 
cal training organization which has 
been in existence in Czechoslovakia 
since 18G2. 

Since one of the features of these 
performances is synchronized move- 
ments of all the irymnasts, it is neces- 
sary that coordinating music reach each 
pnrtk ipant with a negligible delay. 
When loudspeakers were placed on the 
stands along one side of the field, the 
dimensions of the area are such that 
there was a time-lag of O.li seconds be- 
tween the first and last rows of the per- 
formers- This resulted, in a wave-like 
movement of the mass. Loudspeakers 
mounted along all four sides of the field 
would reduce this lag, but at the same 
rime would introduce acoustical dis- 
lortion. 

For practical and aesthetic reasons 
loudspeakers could not be mounted on 
poles throughout the field, so experi- 
ments were made with loudspeakers 
placed in the ground. Early models of 
this type were either excessively com- 
plicated or were not waterproof or im- 
pervious to humidity, and therefore 
had to be removed and stored in a dry 
place between i»crformances. 

The mot-t recently developed ground 
loudspeaker, described in this article, 
was first used during the Sokol exer- 
cises in 1948, and the results were satis- 
factory in every respect. The PM driver 
unit is completely waterproof, and dur- 
ing tests has been operated under 
water for as long as 24 hours with no 
harmful effects and with only a neglig- 
ible change in its reproduction char- 
acteristics. 



Fifty 15-watt loudspeakers are in- 
stalled flush with the surface of the 
ground 115 feet apart in a regular pat- 
tern, so that no participant can be 
further than 80 feet from a speaker. 
The maximum time-lag is therefore 07 
seconds. The construction of the steel 
grill covering each buried installation 
is capable of supporting a weight of 6,5 
tons, permitting loaded sprinklers or 
other heavy vehicles to drive over them. 

A cross-section drawing of a com- 
plete assembly is shown in Fig* 2. The 
concentric, exponential horn is com- 
I>osed of two sections, the bell (J) and 
center-section (2). The inside of the 
cross-section casting forms the neck of 
the horn, while its outside is the in- 
ternal surface of the wide end and 




Fig. 3. Cross section of driver unit to 
show internal construction. 

1 Plastic diaphraKm 7 Pressure, chamber 

2 AInico magnet 8 Contact ring 

.1 Voice eml 9 Internal threads f»r 

4 Compensation dia- mounting and elec- 
phragm trical contact 

5 Protective corer 

6 Throat 
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mouth. The small cone is part of the 
center-section, and acoustically covers 
the two-inch drainage hole in the base 
of the bell, but is undercut to permit 
water to flow underneath it. 

The PM driver unit is screwed onto 
the throat of the center-section, as 
shown in Fig. 1, while its matching 
transformer (7) is mounted in the 
"dead area". 

The circular deflectors (3) are held 
in position by wire supports, and the 
innermost section forms the inside sur- 
face of the horn mouth as well as act- 
ing as a dust cover for the PM unit. 
The ribbed cover-support (-0 has ad- 
ditional deflecting fins which also 
strengthen it structurally. The per- 
forated main cover (5) is bolted to the 
cover-support, but the cover center-sec- 
tion (6) can be removed easily to give 
occess to the PM unit- 

PM Driver Unit 

Removal of the PM driver unit is ac- 
complished as shown in Fig. 1. The 
dust-cover pulls off and the unit un- 
screws. In the cross-section drawing, 
Fig. 3, its construction may be seen 
in detail. 

The flange on the plastic diaphragm 
(1) provides a water-tight seal, and 
the voice-coil (3) is placed in the air 
gap between the two poles of the con- 
centric, Alnico V magnet. The voice- 
coil leads on the outer surface of the 
diaphragm pass through holes in the 
brass neck of the unit where they are 
connected to a small terminal strip and 
thence to the contact rings. 

A wooden ring (10) is placed inside 
the magnet to make the sealed volume 
of air as small as possible so that the 
effect of temperature changes will be 
reduced to a minimum- The thin alu- 
minum compensation diaphragm (4) 
with protective cover (5) on the top of 
the unit equalizes the internal and ex- 
ternal presstire differences caused b^ 

Fig. 5 (left)* Perforated main cover rem 



Fig- 4. Strahov sta- 
diu-m, Prague, 
viewed from the 
air. I 7,000 men 
engaged in mass 
gymnastics before 
crowd of approxi- 
mately 280,000 
spectators in July 
1948. 




heating and resultant expansion of the 
iiir. This type of construction com- 
pletely seals the voice-coil and magnet. 
The throat of the unit (6), with a 
diameter of 2 cm., and the pressure 
chamber (7), form an acoustic trans- 
former. At the face of the throat is an 
inflated contact ring (S), while the 
internal threads of the mounting collar 
provide the second electrical contact 
When the unit is screwed down tightly 
on the neck of the horn, perfect elec- 
trical and acoustical connections are 
automatically made. The contact sur- 
faces of the horn are connected to the 
matching transformer, and from there 
wires are carried out through rubber 
grominets in the sides of the horn cen- 
ter-section and of the bell. 

This type of ground loudspeaker was 
designed by Dr. Josef Merhaut and 
manufactured 1>> the Tesla National 
Corporation, the center of the Czecho- 
slovak elect ronics industry. In addi- 
tion to tests of prolonged submersion 
in water, the PM driver unit has been 
subjected to extreme mechanical and 
electrical overloads. One test consisted 
of applying a low-frequency squ a re- 
eved to show ribbed support- Fig 6 (ri 
ribbed support is removed- 



wave voltage of three times the normal 
rated input. This was maintained for a 
period of 72 hours without any notice- 
able harmful effects. 

During the Sokol exhibitions last 
year torrential rains flooded the sta- 
dium on several occasions, yet the entire 
installation functioned quite unaffected. 
The success of these ground loud- 
speakers has prompted their use at air- 
fields and other places requiring unob- 
structed movement and vision, 

TrcHNiCAL Data: 

Area of the diaphragm: Ad = 38.5 cm- 
Muving mass of the diaphragm: 3.6 gins. 
Throat of the horn: A D = 3,14 cm 2 
Radiation resistance of the diaphragm* 
c P x A„ (A„/A.F = 41.5 x 3.14 x 12.2-2 

= 2 x 10 4 (cgsHor g/sec" 1 ) 
Length of the hom: L = 130 cm. 
Cross section of I he horn is given by the 
equation: 

A = A„e7x where the exponent 7 at the 
start is = 0.0784 cm -1 and changes contin- 
uously to the value of 7 = 0.046 cm" 1 . 
Low-frequency cut-ofT: 200 cps 
Rated input: 15 watts at a nominal voltage 
of 100 V*n. 

Saturation in the \lnico magnet gap: 
17,000 gauss. 

ght). Sound Reflectors are visible when 




AUDIO ENGINEERING • OCTOBER, 1949 



19 



www.americanradiohistorv.com 




Fig. I (above), and Fig. 2 (below). Front and back views of ne 
RCA 5 IBS I duo-cone loudspeaker. 



New 15-Inch 
Duo— Cone 
Loudspeaker 



HARRY F. OLSON* and JOHN PRESTON* 
and 

D. H. CUNNINGHAM** 



Modifications made on the well-known LCI A result 
in a speaker which can be manufactured in mass 
quantities at lower cost. 



TUB ALMOST l! XI VERSA I, USE of the 
direct-radiator loudspeaker is due 
to its simplicity of construction and 
the relatively uniform response-vs-fre- 
quency characteristic. Uniform re- 
sponse over a moderate frequency hand 
may be obtained with any simple direct- 
radiator speaker. However, reproduc- 
tion over a wide frequency range is re- 
stricted by practical limitations. The 
portion of the speech-frequency range 
required for intelligibility falls in the 
niid-audio-frequency band. The range 
of the fundamental frequencies of 
most horn, reed, and string musical 
instruments also falls within this band. 
This is rather fortunate, because it is 
a simple task to build a direct-radiator 
dynamic speaker to cover this mid-fre- 
quency band. The two extreme ends of 
the audio-frequency band are the most 



* RCA Laboratories Division, Princeton N. J. 
**RCA Victor Division, Camden, N. J. 



difficult to reproduce with an efficiency 
comparable to that of the mid-fre- 
quency range. Inefficiency at the low 
frequencies is due primarily to low 
radiation resistance. Inefficiency at the 
high frequencies is due primarily to 
large mass reactance. 

Volume range is another factor. An 
increase in volume and frequency 
ranges of a speaker multiplies the prob- 
lems connected with obtaining low non- 
linear distortion and broad directivity 
patterns. When the high-frequency 
range is increased, the directivity pat- 
tern becomes quite narrow, and some 
means must be devised for obtaining a 
broad directivity pattern. The problem 
of nonlinear distortion also is increased 
when the frequency range is increased. 
From the foregoing it is quite evident 
that there are many problems to be 
considered in the development and pro- 
duction of a high-quality wide-range 



speaker* 

Wide-frequency- range, low distortion 
speakers are required for monitoring 
in radio and television broadcasting, 
phonograph and motion picture record- 
ing, high-quality sound systems, and 
custom sound-reproducing systems. The 
demand for a reasonably priced high- 
quality speaker by connoisseurs of high- 
quality reproduction is rapidly increas- 
ing. The direct-radiator speaker is 
particularly suited for these applica- 
tions because the acoustical power re- 
quired is relatively low and the space 
requirements comparatively small. 

Some time ago a duo-cone speaker 
was developed, manufactured, and sold 
by RCA as the LClA. It has now been 

1 'Wide liange Loud Speaker Developments." 

H. F. Ol-on ami J. Preston. RCA Review, 

Vol VII, No. 2. June 1946. 
2 Olson. Elements of Acoustical Engineering. 

2nd Edition, I). Van Nostrand Company* 

New York, N. Y. 1947. 
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SECTIONAL VIEW 
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MAGNETIC NETWORI\ 

Fig. 3. Schematic sectional view and the 
magnetic networlt of the magnetic structure. 
M l( the magnetomotive force developed by 
the permanent magnet. Mo, the magneto- 
motive force drop across the two air gaps. 
M3, the magnetomotive force drop across 
the small air gap, Mr (1 the magnetomotive 
force drop across the large air gap. Ri, the 
reluctance of the iron. R*j. the reluctance 
of the leakage gap. R3. the reluctance 
the small air gap. R4, the reluctance of the 
added gap and leakage. Rr>, the reluctance 
of the large gap, <t>\, the total flux, <t>2, the 
leakage flux. #3 the flux in the small gap. 
04, the leakage flux and the flux through 
the added gap. 05. fhe flux in the large gap. 

in the field for almost two years. The 
design principles embodied in this de- 
vice have been found to be fundamen- 
tally sound and highly desirable. The 
LClA duo-cone speaker 1 * 2 still remains 
the "de luxe" item, and particular pains 
are taken in its manufacture to main- 
tain the high performance characteris- 
tics with no compromise in quality. The 
problem of incorporating the desirable 
features of the LClA speaker into a 
simplified and lower-cost mechanism 
with certain compromises was consid- 
ered and, as a result, a simplified ver- 
sion (Type 515S1) has been developed, 
designed, and commercialized- It is the 
purpose of this report to describe this 
speaker mechanism. 



Magnetic Structure 

In the duo-cone speaker Ty])e 515S1 
two separate cones driven by separate 
voice coils are used. Furthermore. t.he 
coaxial and congruent arrangement ot 
the cones is maintained essentially the 
same as in the duo-cone LClA. This 
type of vibrating system required two 
separate air gaps. 

A fundamental study of two-air-gap 
magnetic structures was carried out. 
As a result, a magnetic bridge system 
with two air gaps supplied by a single 
magnet was developed. A schematic 
view and the magnetic network of this 
air gap are shown in Fig. 3. From a 
consideration of the magnetic network 
it can be seen that practically any ratio 
of flux densities in the two air gaps 
may be obtained by suitable selection 
of parameters- The magnitude of the 
flux density in the air gaps is governed 
by the magnetomotive force developed 
by the permanent magnet. The mag- 
netic efficiency of this combination 
structure is higher than that of two 
separate magnetic structures in spite 
of t lie fact that the flux in the gap 7?t 
i« lo*t. This higher magnetic efficiency 
is due to the smaller percentage of 
leakage in this structure as compared 
to tha$ of two separate magnetic struc- 
tures- 
Vibrating System 

A sectional view and the mechanical 
network of the vibrating system of the 
duo-cone speaker are shown in Fig. 4. 
The vibrating system consists of a large 
voice coil for the reproduction of the 
low-frequency range and a small com 
driven by a small voice coil for the 
reproduction of the high-frequency 
range. The outside suspension of the 
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Fig- 



6: The electrical crossover networlt of 
the duo-cone speaker. 



Fig. 4. Sectional view and mechanical net- 
work of the RCA 15-inch duo-cone speaker. 
In the mechanical network: fi, the driving 
force in, the low-frequency voice coil, mi, 
the mass of the low-frequency cone and 
coil. Cwi, the compliance of the outer sus- 
pension system of the low-frequency cone. 
Cmu, the compliance of the ceniering sus- 
pension of the low-frequency cone. f 2 , the 
driving force in the high-frequency voice 
coil, mo, the mass of the high-frequency 
cone and coil. Cms, the compliance of the 
centering suspension of the high-frequency 
cone. C»i4, the compliance of the outer sus- 
pension of the high-frequency cone. Cms. 
the compliance of the cavity between the 
low. and high-frequency cones, ma, the mass 
of air in the vent holes in the low-frequency 
cone. 



small cone is fastened to the large cone. 
This construction eliminates the need 
for a "dishpan" or other outside sup 
port for the small cone. It also makes it 
possible to place the small cone very 
close to the largo cone so that as far 
as acoustical radiation phenomena are 
concerned the two cones are congruent, 
Tn this con stru ct ion . certa i n preca 1 1 - 
tions must be taken to keep the vibra 
tions of the large cone from being trans- 
mitted to the small cone. Referring 
to the mechanical network of Fig. 1. 
this objective can be attained by mak- 
ing the compliance Cms of the center 
suspension of the small cone very small 
compared to the compliance CSu of the 
outer suspension of the small cone* In 
general, in a speaker covering the high- 
frequency range it is desirable to make 
the effective compliance of the vibrat- 
ing system of a high-frequenc,\ radia- 
tor small regardless of the manner in 
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Fig. 5 (left). The electrical impedance-vs-frequency characteristics of the low- and high-frequency voice coils of the 
duo-cone speakers. Fig. 7 (right). The overall electrical impedance characteristic of the duo-cone speaker using the 

crossover network of Fig. 6. 
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100 (000 10O00 20O00 

FREQUENCY IN CYCLES PER SECOND 
9 (left). Response-vs-frequency characteristics of the highl- 
and low-frequency units of the duo-cone speaker in the cabinet of 
Ftg. 8 with the port closed. 
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* u 100 ' 000 , 00 oo 20O00 

FREQUENCY IN CYCLES PER SECOND 
Fig, 10 (right). The overall response-vs-frequency characteristics 
of the duo-cone speaker in the cabinet of Fig. 8 with the port open 
and closed. 




100 1000 10000 20000, 

FREQUENCY IN CYCLES PER SECOND 
Kg. II (left). The overall response-vs-frequency characteristic 
using a flat baffle about 5 feet across. 
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right). The total nonlinear distortion-vs-frequency charac- 

*atts. 



Fig. 13 

teristics of the duo-cone speaker for inputs of I, 2, and 5 



which it is used. In order to prevent 
coupling between the two cones through 
the compliance Cms, it is necessary to 
vent the space behind the small cone, 
ruder these conditions, the compliance 
Cm 3 of the cavity will be ineffective 
because the effective mass of the air in 
the vent holes shunts the compliance of 
rhe air cavity. If the cavity were not 
vented, the compliance (7ms would serve 
a# a coupling means between the cones. 
By these expedients the motion trans- 
mitted to the small cone by the vibra- 
tion of the hirge cone is negligible. The 
vibrating s.vstem of Fig. 4 retains the 
advantages of two separately driven, 
coaxial congruent cones. 
Mechanical Design and Manufacturing 
Assembly 

In any dynamic speaker, in order to 
assure good operation for a long life 
!»eriod under all conditions of humidity 
aud temperature changes, it is impor- 
tant to have a good mechanical assem- 



bly of the moving parts relative to the 
stationary parts. The slightest interfer- 
ence with the movement of the voice 
coil and cone creates a noise disturb- 
ance too severe to be acceptable* to the 
listener. This problem is greater on 
the duo-cone speaker because two sets 
of voice coils, cones, and air gaps must 
be properly aligned in their assembly. 
The solution to this problem was pro- 
vided by designing the parts so as to 
give them full lateral freedom during 
assembly. This method allows the 
parts to be assembled accurately in a 
coaxial arrangement, which does not 
produce stresses resulting in off-center 
parts when the assembly fixtures are re- 
moved. The steel pole-piece members 
tmd the magnet are firmly bonded to 
one another and to the yoke with solder 
over their entire contacting areas. This 
type of junction ia capable of resisting 
any movement flue to shock or other 
disturbing forces. The magnet is made 



of Alnico V and weighs two pounds. 

Ample clearances are provided be- 
tween the voice coils and the pole-piece 
members to prevent any interference 
with the movement of the voice coils. 

The cones, voice coils, and suspen- 
sions are all anchored to one another 
and to the metal speaker frame with 
cement. This cement is of a thermal- 
setting type esf>eciariy developed for 
good adhesion to paper, metal, and 
cloth, and is resistant to loosening or 
deterioration caused by temperature, 
humidity, and aging. 
Electrical Network 

The cross-over network is an im- 
portant consideration in a direct radia 
tor speaker. In the design of a two-unit 
speaker in which there is a considerable 
path length between the two units* a 
crOvSS-over network with relatively sharp 
cutoffs is required in order to prevent 
interference in the cross-over-frequency 
[Continued on page J^6\ 




Fig. 8 (left). One type of cabinet which 
maye be used with the duo-cone speaker. 
Wood 3 /^" thick is used. 



Fig. 12 (below). Directional characteristic 
of the duo-cone speaker at various 
frequencies. 
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L. S. GOODFRIEND* 



In this concluding article, the author describes musical instru- 
ments and the human speech organs as sound generators. 



As Hoisted ol't in the previous 
article, musical instruments and 
the organs of speech constitute a 
•special group of sound generators. This 
article will discuss at length the man- 
ner in which various instruments pro- 
duce musical sounds and will tabulate 
the more common musical instruments 
with their method of sound production 
;md reinforcement or amplification. 

Sounds generated by strings, reeds, 
or edges in air streams produce not 
only the fundamental and harmonics, 
but also generate inhatmonic partials. 
These generators usually do not pro- 
duce loud tones, but must have some 
form of amplification before they are 
clearly audible as instruments in a con- 
cert hall. The method by which this 
amplification takes place is usually the 
forced vibration of an air column, as in 
the case of reed and edge-tone instru- 
ments, or the forced vibration of a 
founding board, as in the string instru- 
ments. In the first case the standing 
waves set up in an air column selec- 
tively reinforce the desired resonant 
frequency to which the column is tuned. 
In the Case of the string instruments, 
the strings are coupled to an air cham- 
ber which has a particular resonant 
frequency, and to a sounding plate or 
membrane. In a piano there is a large 
wood sounding bou rd which acts to 
couple the string to the air. This 
occu rs bwii use 1 1 le str i ng sets the 
sounding board in motion, and while 
the displacement of the board may 
be small, it moves a large volume 
of air. This is in contrast To instru- 
ments that require an air column 
resonator. For example, when reson- 
ance in the true sense (as shown by 
the simple mechanical system described 
last month) takes place in the string 
instruments, it causes a selective ampli- 
fication which is greatest at one fre- 
quency. In the violin this is the so- 
called "wolf note," a loud unpleasant 
note, and one not easily controlled by 
the player. In the wind instruments 
and brasses additional coupling of the 
air column to the surrounding air is 



accomplished through the use of end 
bells which, like exponential horns on 
some types of loud speakers, coiiple 
the end of the pipe to the atmosphere 
with an action similar to a transformer 
coupling two Ji ties of different imped- 
ance. The classification of the various 
types of instruments is shown in Table 
L 

It is not the purpose of this series to 
deal with the aesthetic and musical fac- 
tors involved with bowing violins or 
tonguing wind instruments. The man- 
ner in which strings produce tones has 
been discussed earlier. A brief glance at 
the generation of tones by sharp edges 
placed in an air stream and by blown 
reeds, however, is in order. 

Air Stream Generators 

If a jet of air from a slit is aimed 
at a sharp edge, as in Fig. 1, the stream 
will divide and flow past the edge. As 
the air stream leaves the edge it form.* 
little whirlpools, or vortices, alternately 
on each side of the edge. In other words, 
the stream tends to oscillate back and 
forth across the edge. The frequency 
at which these oscillations occur is gen- 
erally within the range of audibility for 




* Rangertone, Inc., 7$ U inthrop St., Newark 
U N. J. 



Fig. I* Basic apparatus for producing 
edge tones. Narrow stream of air is 
"split" by sharp edge, which might be 
that of an organ pipe- 



most constructions, and is dependent 
on the velocity of air across the edge 
and on the distance from the slit to the 
edge. The tones produced by this 
method are not very loud and have a 
large number of overtones present. 
However, by placing the edge and slit 
at one end of a pipe whose fundamen- 
tal is the same as the edge tone or one 
f»f the overtones, the fundamental will 
lie reinforced and clearly heard. This is 
the method used to produce tones in 
the modern flue-pipe organ. The flute 
is elso an edge-tone instrument, with 
the lips used as the slit, and the mouth- 
piece forming the edge. 

Reed instruments, on the other hand, 
depend on the motion of air about an 
obstacle. When we consider that 
sound consists of alternate compres- 
sions and rarefactions of the air, it is 
obvious that we can generate a sound 
wave by alternately turning a stream 
of air on and off. When a strip of 
metal or bamboo is placed at the end of 
a pipe, the reed will tend to vibrate at 
the frequency to which the pipe is 
tuned. When the reed and pipe aVe 
tuned to the same frequency, large 
amounts of power may he generated, 
and in the woodwind instruments this 
usually produces the squeaky sound as- 
sociated with the playing of beginners. 

Reed Instrument Construction 

There are several types of reed 
structures used to produce sound in 
musical instruments. These are shown 
in Fig. 2, The clarinet and saxophone 
reeds operate against the opening of the 
mouthpiece, completely stopping the 
flow of air when it is against the open- 
ing. On instruments of the oboe family 
there are two reeds which vibrate 
against each other, alternately open- 
ing and closing. When they are open 
they form a tube through which the air 
passes. Other instruments that use this 
double reed construction are the Eng- 
lish horn and the bassoon. The reeds 
on the instruments named are of the 
striking reod type as shown in (A) of 
Fig. 3; that is. they close the aperture 
through which the air passes by strik- 
ing against an opening or against an- 
other reed. There is another type of 
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reed construction in which the reed 
stops the flow of air by moving back 
itnd forth through a slot in a plate as 
in (B) of Fig. 3, and as the reed passes 
through the plate it effectively cuts off 
the air. The brass instruments, includ- 
ing the trumpet, trombone, and French 
horn, are really reed instruments in 
which the player's mouth acts as a vi- 
brating double reed, and the piping, of 
which the horn is made, acts as a 
resonator for the tones thus produced. 

Although it might appear from the 
descriptions so far that each of the in- 
struments described produces tones at 
the fundamental, this is not altogether 
true. In the brass instruments, in par- 
ticular, the ratio of the width of the 
pipe to its length causes the second and 
higher harmonies to be resonated with 
greater ease than the fundamental, and 
it is only in the trombone that the 
fundamental is more prominent than 
the overtones. Pictures and charts of 
the structure of musical tones produced 
by the various instruments are so com- 
mon in the contemporary literature 
that they will not be presented here. 

Since it is po-sible to force a genera- 
tor of edge or reed tones to generate 
sound having the pitch to which the 
resonating pipe is tuned, it is only 
necessar.v to change the length of the 
pipe to change the pitch- (The term 
pitch is used here because the tones 
produced by musical instruments are 
not simple, and do not have the char- 
acteristics of pure tones). In the wood- 
winds the length of the pipe is varied 
by opening and closing holes spaced 
along the length of the instrument. In 
the simpler instruments this is done by 
placing fingers over the holes, while in 
the more complex ones, the holes are 
covered by pads which are controlled 
through lever, key, and cam assem- 
blies. In the brasses the length of the 
pipe can be changed through the use 
of valves which bypass the sound 
through longer or shorter lengths of 
pipe. One exception to this method is 
the slide trofcnbone. In this case the 
length of the pi])e itself is increased 
or decreased. 

Two notable characteristics of wood- 
winds should be mentioned here. In the 
clarinet the bore of the pipe is straight, 
while in the oboe and saxophone it is 
conical. This difference causes the 
clarinet's harmonic structure to contain 
only the odd harmonics in its overtones, 
which is the struct ure normally asso- 
ciated with a cIommI pipe. The conical 
bore of the oboe permits it to produce 
even harmonics and an overtone struc- 
ture that contains the complete series 
of ^harmonics. In addition to varying 
the pipe length, it is possible to over- 
blow an edge or reed tone, causing 
some higher harmonics to become pre- 
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dominant. This also occurs in the 
brasses, and it is only through over- 
blowing that the higher octaves may be 
produced in wood and brass wind in- 
struments. If the reader would like to 
study this phenomenon without pur- 
chasing an instrument, it is only neces- 
sarv to take a cola bottle and first blow 
the fundamental. Then, if the lips are 



pressed together to form a narrower 
slit, harder blowing should produce one 
or more of the overtones quite clearly, 
without the fundamental. 
Percussion Instruments 

The percussion instruments — drums, 
cymbals and xylophones — incorporate 
membranes, plates and bars. The 
mechanism of sound production of the 



INSTRUMENT 

Piano 

Violin 

Violoncello 

Double Bass 

Harp 

Mandolin 

Guitar 

Banjo 



TABLE I 

GENERATOR RESONATOR 

String Sounding hoard 

Aii chamber & plates 
Air chamber, plates & Moor 



Air chamber & plates 



I 

Air chamber & Membrane 



Flute 
Piccolo 
Clarinet 
Saxophone 
Oboe 

pnglish born 

Bassoon 

Trumpet 

Cornet 

Bugle 

French horn 
Trombone 



Tuba 

Tympanum 

Drums 

Xylophone 

Chimes 

Triangle 

Celesta 

Glockenspiel 

Cymbals 

Gang 

Bell chimes 



\ ( Edge tone, 
) ( used to forn 



Edge tone, lips Cylindrical bore pipe 
rrn slit. 



Striking reed 

1 

Double reed 



Lips 



1 ooiical bore pipe 



Cylindrical pipe 
sliding section 
varies in lengtli 
Val ves 



CLASS 

Fercussion-sti ing 
String 



Membrane 

4 

Bars 



Air chamber 

4 



None 

Bars (Hollow cvlinders) Air column 
Hod None 
Plate 



Bell 



Woodwind 



Cylindrical \alved pipe Bra»s 



Percussion 



Bell 
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Fig. 3. (A) Side view of clarinet reed. (B) Metal reeds of the type employed in 
reed organs and harmonicas. 



first two types has been covered in an 
earlier article, and the relation of the 
bar to the string is analogous to the 
relation of the plate to the membrane. 
It is the use of the bar with which we 
shall concern ourselves here. If a series 
of bars are supported at the point where 
there is no motion in their standing 
wave pattern, and the bars are of in- 
creasing length, they may be struck in 
succession to produce a series of rising 
tones. It is possible to select a set of 
these bars having tones corresponding 
to the musical scale; thus a xylophone 
is the result if the bars are of wood, 
or a hollow chime, if the bars are hol- 
low metal cylinders- The triangle and 
the tuning fork, are bent or split rods. 
The plate is used in the celesta, cymbal 
and gong. 

Bells are often considered as special 
cases of plates and are extremely com- 
plex in theory. They are uesd music- 
ally as chimes, carillons and single bells. 
Speech 

The study of speech has been the 
concern of three separate groups : 
teachers of speeHi and English, medical 
groups, and audio and acoustical engi- 
neers. Since better transmission of 
speech is the primary aim of a large 
group of the audio engineering profes- 
sion, it is important to understand its 
production and characteristics. Speech 
is characterized by two distinct ry|K?s of 
sound— buzz or hum tones, and the hiss 
sound. The vowels and their associated 
diphthongs, semi-vowels and transi- 
tiomils, are of the buzz tone type; 
while the unvoiced fricative consonants, 
/ and s arc hiss sounds. 

Buzz energ\ in the speech sounds is 
produced by a pair of muscularly con- 
trolled membranes in the larynx. 

Fig. 2- Woodwind reeds differ in con- 
struction' The clarinet uses the single 
reed shown at the left, while the oboe 
and bassoon reeds at the right are 
actually two reeds placed back to 
back and wrapped at the stem to hold 
them in proper position. 




These membranes interrupt the flow 
of air from the lungs at a periodic rate, 
and the tone thus produced is resonated 
in the mouth and nasal cavities. Hiss 
energy is produced by the flow of air 
Ihrough slits or past sharp edges in the 
oral cavity. Speech sounds are, in gen- 



I ABLE II 

1. Pure Vowels ( I I ) 

Lang: u (iool), 6 done), 6 (talk), a 
(far), a (tape), e (team). 
Short: ti (took), o (ton), a (tap), e 
(ten)„ i (tip). 

2. Diphthongs (4) 
T, ou. oi. ew. 

3. Transitional* (3) 
w, y, h. 

4. Semi-vowels (5*) 
1, r, m, n. ng. 

5. Fricative Consonants (8) 

Voiced: v, Z; th (ilien), zh (azure). 
Unvoiced: f, s, th (thin), sh. 

6. Stop Consonants (8) 
Voiced: b, d, j, g. 
Unvoiced: p, t, ch, k. 



eral, a combination of the two types of 
en orgy. 

The names used to tag particular 
combinations of sounds are the subject 
of a continual discussion among the 
various learned groups investigating 
speech phenomena. Table II shows an 
arrangement of speech sounds as 
worked out by Dr. Harvey Fletcher. 
The table is in order from buzz sounds 
to hiss sounds. 

In contrast to musieal instruments, 
which have hard walls and well defined 
smooth shapes, the oral and nasal cavi- 
ties, which act to resonate speech 
sounds, have compliant, poorly defined, 
varying shapes. It is, therefore, the vo- 



cal cords that determine the fr^rpiency 
and not the resonator. These cords 
force air in the oral cavities into vibra- 
tion, and by changing the manner in 
which energy is released through the 
mouth by movement of the lips and 
tongue we may combine the two forms 
of speech sounds to produce the full 
range of speech sounds or words. Tire 
similarity of the vocal cords to the reeds 
used in musical instruments should be 
apparent, and the overtone structures 
of each bears out the likeness. The 
sounds from reeds and vocal cords are 
in pulses which, since they arc not 
purely sinusoidal, contain many har- 
monics and have distinctive qualities, 
depending on the phase and amplitude 
of their harmonics- 

It is not difficult to see that all sound 
generators involve principles which arc 
of a physical nature, and to recognize 
the importance of including physics as 
an element of the background for audio 
engineering. These same physical prin- 
ciple? also form the basis for electronics 
and for architectural acoustics, which 
too many audio engineers consider as 
separate fields unrelated to the other 
fields of audio work. 
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John T. Mullin Western Vice-Pres. 
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Convention Program 

Thursday, Oct. 27th 

1:30 to 2:30 p.m. Business Meeting •Installation of officers 
2:30 to 5:00 p.m. Magnetic Recording Session 

Chairman Dr. I). C. C. Hare 

1. Operating Problems & Experiences R- H. Barnahy— NHC 

2. Standards— Present Status R. M. Morris— ABC 

3. Technical Problems of Standardization E. W. Franck— Audio Devices 

4. Distortion Measurements G. L. Dinunick — RCA 

5. Speed Regulation Problems P. Brubaker- Rangertone 

Friday, October 28th 

9:30 a.m. to 12 Noon Papers 

1. Automatic Audio Gain Control & Limiting I. L. llaihaway— NBC 

2. A New Development in Directional Microphones . ..Dr. Harry F. Olson — RCA 

3. Microphone Placement in AM & TV H. M. Gurin— NBC 

4. Longitudinal Interference U. W. Augustadt— BTL 

n. Control of Sound iti the Theaire Dr. Harold Burris-Meyer 

6. Logic in Relay Switching Ci'ciriis, with an 

Introduciion to Boolean Algebra W. Keister — BTL 

1:30 to 5:00 p.m. Papers 

1. V New Coupling Circuil for Audio Amplifiers .... F. M. Mcintosh 

2. Standards — A General Discussion Cyril Ainsworth- -ASA 

3. Audio Techniques in TV Broadcasting S. Patremio DuMont 

-I. \udio Consoles for TV K- W. Byloff— NBC 

5. Sound Reinforcing System A, W. Schneider- -Commercial 

Radio-Sound. Inc. 

6:30 p.m. Audio Engineering Society Banquet 

Present ai ion of awards — loudspeaker demonsi rat tons. 

Saturday, October 29th 

9:30 to 12 Noon Audio Measurements Session 

Chairman W. L. Black— BTL 

1. The General Problem W. L- Black— -BTL 

2. fntermodulation Dr. Pederson — General Radio; 

t;, Koys — RCA; J. K. Milliard- A liec-Lansing; N, C Pickering — Pickering Co. 

3. Transient Methods 

4. Operating Problems 1. D. Colvin — \BC 



THE first annual convention of the 
Vudio Engineering Society opens 
its first session at Hotel New 
Yorker (shown in the inset on the 
cover) at 1 :30 p.m. on Thursday, Octo- 
ber 27, 1949, with an anticipated at- 
tendance of a majority of the 800 mem- 
bers of the Society throughout the 
three-day meeting. 

For a relatively young organization, 
an imposing array of technical sessions 
ha& been scheduled — rather more papers 
on audio than have heretofore been pre- 
sented at all other conventions taking 
plate within a year's time. To ensure 
the greatest interest in the technical 
sessions, the papers have been grouped 
to attract specialists in the audio field 



tc specific mornings or afternoons 
where their particular interests lie. 

The fir^t ^sion begins at 1 :30 p.m. 
on Thursday with a Business Meeting 
of the national organization, at wliich 
time the newly elected officers will be 
installed. This will be followed by the 
Magnetic Kecording Session under the 
chairmanship of Dr. D. G. C. Hare, and 
presenting papers covering operating, 
standardization, and measurements. 

The Friday sessions will be devoted 
to a variety of papers, principally on 
equipment and operating techniques. 
These will be followed by 'he banquet 
to be held in the East Ballroom during 
the evening. Unique in professional so- 
ciety banquets, this one is limited to 



a minimum of speeches. The Society's 
annual awards will be presented at the 
banquet, however, and some enlighten- 
ing entertainment is promised in the 
comparative loudspeaker demonstration. 

The Saturday Morning session is de- 
voted to Audio Measurements, under 
the chairmanship of W. L. Black, of 
Bell Telephone Laboratories. Consider- 
able interest is being shown in the 
papers on Intermodulation, which are 
being presented by four different en- 
gineers, and which may lead to a more 
thorough understanding and standard- 
ization of this relatively new method 
of rating distortion. 

All technical sessions of the Conven- 
tion are open to members at no charge, 
while non members may register for 
any or all sessions for a single nominal 
fee of $1.50. 

The Audio Fair, being held simulta- 
neously with the convention, consists 
of a number of exhibits arranged so 
that the manufacturers can demon- 
strate their products aurally as well as 
show them visually. The exhibits, which 
will cover practically the entire sixth 
floor of the Hotel New Yorker, will 
open at 11:00 a.m. on Thursday and 
remain open until 10:00 p.m. On Friday 
they will be open from 10:00 a.m. to 
6:00 p.m., closing to permit members 
to attend the banquet. The exhibits 
will be open on Saturday from 10:00 
a.m. to 4:00 p.m., at which time the 
Convention and The Audio Fair will 
come to a close. 

Designed to give the exhibitor the 
opportunity of displaying his products 
in the manner in which they are de- 
signed to be shown — aurally- — The 
Audio Fair will bring amplifiers, loud- 
speakers, phonograph pickups, micro- 
phones, turntables, measuring instru- 
ments, and accessories before the audio 
men in attendance, along with the lat- 
est developments in film, magnetic, 
and disc recorders and in equipment 
for broadcasting and TV as well as 
for the hobbyist Anyone interested in 
any phase will find something to his 
particular liking. 

The Audio Fair is open to both mem- 
bers and nonmemhers alike, and there 
is no charge for admission. 
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PARTIAL LIST OF 
FAIR EXHIBITORS 

Although last-minute requests are 
still coining in for exhibit space at The 
Audio Fair, the following exhibitors 
have already completed their plans for 
participation. As will 1* seen from a 
study of this list, most of the major 
manufacturers of sound and broadcast 
audio equipment will have their pro- 
ducts on display, and all who attend 
will be able to hear as well as see the 
new developments in this held. 

Altec Lh using Corp. 

Ampex Electric Corp. 

Audak Company 

Audio and Video Products Corp. 

Audio Development Company 

Audio Devices, Inc. 

Audio Facilities Corp. 

Audio Instrument Company 

Ballentine Laboratories, Inc. 
Brociner Sound Laboratories 
Brush Development Co. 
Burlingame Associates 

Frank L. Capps, Inc. 
Clough-TJrengle 
Cook Laboratories 

The Daven Co. 

Allen B. OuJdont Laboratories, Inc. 
Electric Indicator Co, 
Electronic Workshop, Inc. 
Electro- Voice, Inc. 

Fairchild Recording Equipment Corp, 
General Electric Company 
Gawlor-Knoop Co. 
Hewlett-Packard Co. 
James B. Lansing Sound, Ind. 
H. J. Leak & Co., Ltd. 
Livingston Electronic Corp. 
Magnecord, Inc. 

Mcintosh Engineering Laboratories 

J. A. Maurer, Inc. 

Minnesota Electronic Corp. 

Panoramic Kadio Products, fnc. 

Peerless Electrical Products Division 

Pennoflux Corporation 

Pickering and Co., Inc. 

Presto Recording Cor]). 

Prestoseal Manufacturing Corp. 

Proctor Soundex Corp. 

Racon Electric Co., Inc. 

Radio Corporation of America 

Rangertone, Inc. 

Recogram Recorders Co. 

Rek-O-Kut Company, Inc. 

Sonar Radio Corporation 

Somerset Laboratories, Inc. 

Stancil-Hoffman Corp. 

Stephen> Manufacturing Corporation 

Sun Radio & Electronics Co., Inc. 

Tech Laboratories, Inc. 

Tektronix, Inc. 

University Loudspeakers, Inc. 

U. S. Recording Co. 



San Francisco Section 
Starts Audio Course 

Audio engineers in the San Fran- 
cisco area have begun ;i ten-lec- 
ture course on audio engineering 
which is being presented as a fall edu- 
cational program by the Society Sec- 
tion. This series, which began Monday, 
September 26, is being held at the Red- 
ding School, Pine and Larkin Streets, 
San Francisco, at 8:00 p.m., and will 
continue on Monday evenings through 
December 12. 

Nationally recognized authorities in 
the various fields covered have pre- 
pared subject matter which is being 
presented and interpreted by engineers 
active in the corresponding specialties 
with companies and educational insti- 
tutions throughout the Bay area. The 
lecture series covers essentially the 
same subject matter as that of the New 
York section in its Spring Educational 
Series, and the original papers are the 
basis for this new series. 

The Educational Committee of the 
San Francu^co Section is comj>osed of 
Walter T. Selsted. Pacific Broadcast- 
ing Co.. chairman; Bob Hugh Smith, 
Dept. of Elec. Engrg.. I T niv. of Cali- 
fo rnia; Myron C. Stolaroff and Frank 
Lennert, Auipex Kloct ric Corp.; Al Eis- 
berg, KRON an I URON-TV; and 
Ross H, Snyder. KMBS and KMBS-FM, 
Individual lectures or the entire se- 
ries are open to members and non- 
members of the Society on payment of 
the established fees. Mx. Selsted, chair- 
man, may be contacted at 3C3 Oak view, 
San Carlos, Calif. 

Southern Michigan Section 
Starts Fall Season 

The first program of the 1U49-1950 
season was held on Tuesday, Septem- 
ber 20, at Kalamazoo, Michigan, with 
a paper on ".Magnetic Taj>e Recording" 
presented by Mr. Tinkham, President 
of Magnecord, Inc., and Mr. Leroy W. 
Beier, of the Leroy \V*. Beier Co. In 
addition to the talk, the program of- 
fered a demonstration of a high-quality 
audio system consisting of the profes- 
sional magnetic tape recorder manu- 
factured by M;igmn-ord, Inc., with an 
audio range ot 30 to 15,000 cps; the 
new fifty-watt Mcintosh amplifier; and 
the Stephens Co Axial two-way speaker 
and cabinet. This equipment is of 
broadcast (piality, and does full justice 
to the program material used 



Employment Register 

Positions open and available person- 
nel may be listed here at no charge to 
industry, or to members of the Society. 
For insertion in this column, brief an- 
nouncements should be in the hands 
of the AES Editor before the tenth of 
the month preceding the date of issue. 
Address replies to AES Editor, Audio 
Engineering. 342 Madison Ave., New 
York 17, N. Y. 

• Technical Public Relations man, with 
wide experience in publicity, brochure pro- 
duction, press relations, etc., especially in 
audio work. College graduate, 30, married, 
presently employed. Will consider part-time 
employment. Box 91. 

• Audio Engineer, with manufacturing, 
design, development experience in disc, film, 
and magnetic recording and reproduction 
and in sales engineering for recording equip- 
ment desires to change present position, held 
10 years. Age 33, married, university gradu- 
ate in engineering. Trefer New York area., 
but willing to travel. Box 92. 

• Audio Engineer, USEE 1936. Section 
head at govt lab; 8 years applied research, 
analysis, and development in electronics, 
electro-acousrics, sound recording and repro- 
duction. Desire position in private industry 
in audio or electronics, northeast preferred. 
Age 33, married. Box 93. 

• Music Engineer. Grad. RCA Institutes; 
MA in Music (Harvard). Excellent back- 
ground in audio and music. Seeking position 
requiring coordination of technical and 
musical considerations. Highest references. 
Available Sept, 6. Box 94. 

• Engineering Student Graduate. 
Trained in audio amplifier and circuit de- 
sign. Interested in audio-video amplifier and 
test equipment design. Box 95. 

• Engineering Trainee. RCA Institutes 
graduate, Age 25, Recording, amplifier and 
transducer interests. Machine shop experi- 
ence. Box 96, 

• Recording Engineer. 10 years exp, re- 
cording, maintenance, disc and tape. Good 
mixer, excellent knowledge of classical mu- 
sic. Available after 2 p.m. daily* all day Sat. 
and Sun. Box 97. 

• Audio Technician, 12 yrs laboratory, 
mfg, and field experience. 1st phone, compe- 
tent trouble-shooter and constructor with de- 
sign background. Pleasing, effective person- 
ality. Desire responsible position with BC 
station or equipment manufacturer. Box 101. 

• Research and Development Engineer. 
Ph. D., specialized in electronics, circuit de- 
sign, electro-mechanical devices, acoustics, 
precision-mechanics, nuclear physics, equip- 
ment. Would like to be your consultant or 
part-time adviser. Box 102. 

• Electrical Engineer, over 20 yrs elec- 
tronic, acoustic, dynamic audio devices, sys- 
tems. Accomplishments in development, de- 
sign, manufacture, for commercial, marine, 
govt equipment. Exp. supervision, planning, 
estimating. Early radio background. Resi- 
dence NY area. Box 103. 

• RCA Institute graduate wishes posi- 
tion with audio company or recording studio. 
Box 104. 



Student Chapter News 

The first Student Chapter of the 
Audio "Engineering Society ar the KCA 
Institutes. Inc.. K. Y\, lias completed 
a highly successful first semester. Ac- 
tive membership totals over fifty stu- 
dents, and interesting ind informa- 



tive programs have formed a major 
part of the monthly meeting. Such well- 
known men in the audio engineering 
field as Norman Pickering, and Clyde 
R. Keith have been guest speakers. An 
equally active program is planned for 
the coming school year. 
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Improved Audio Quality from 
Standard TV Receiver 



C. G. McPROUD 



A few simple modifications to the famous RCA 630TS will give 
better low- and high-frequency response with less distortion. 



Audio qi t a mtv in TV receivers 
has been the subject of several 
comments in these pages from time 
to time, but so far nothing construc- 
tive has been offered. In an endeavor 
to prove just how 
mucli of the poor 
quality which litis 
been attributed to 
TV was due in fact 
to the receiver itself, 
some experiments 
were made and the 
final conclusions are 
that T V program 
transmission is con- 
siderably better than 
common recei vers 
are able tu repro- 
duce. 

This is reasonably 
understandable be- 
cause in a high- 
priced item such as 
the average TV re- 
ceiver, economies 
must be practiced to keep the selling 
price within reason. It has been, to 
date, far more imi>ortant to provide a 
good picture than to provide good 
sound reproduction. To reduce costs, 
therefore, the audio channel is skimped 
in many receivers, although the picture 
quality has been held to high standards. 

The factors which contribute to poor 
quality are obvious from a study of the 
circuit schematics. Considering one 
of the most popular receivers on the 
market — the RCA C30TS, either in 
original factory-built form or as a 
kit such as the Tech-Master — it will 
be observed that the audio channel 
consists of a high-inu triode with con- 
tact-potential bias as the first stage, 
and a pentode output stage without 
feedback. Add to this the use of an 
output transformer which has a M x 
5^-inch core and a small speaker with 
inadequate baffling, and it is no won- 
der that the quality is somewhat short 
of ideal. It will be noted from the sche- 
matic of the audio portion of this chas- 



sis (Fig. 1) that the coupling capacitors 
are smaller than o|rtiinum for good 
low-frequency response. 

A few relatively simple changes will 
g i ve this recei ver a n e w vo i ce — one 




C224A -p. 
20 MF 



FROM R237 



Fig. 1. Audio section schematic of RCA 630TS receiver chassis. 



which will compare with any good FM 
receiver provided the output is fed to 
n larger speaker of recognized quality. 
These changes are not difficult to make, 
and aside from the physical aspects 
of mounting the output transformer, 
should be completed in an hour's time- 
Recommended Changes 

The most important change is the 
replacement of the output transformer. 
The new unit may be mounted on the 
chassis directly, or upon the speaker 
mounting bracket — the latter being 
somewhat simpler but restricting the 
size of the transformer used. Two dif- 
ferent circuit arrangements have been 
used in the experimental changes, with 
comparable results from either meth<>d. 

Referring again to Fig, 1, it will be 
noted that the output of the discrimina- 
tor feeds the volume control through 
#236 and C200. The capacitor C206 iso- 
lates the volume control from the grid 
of V108, permitting the use of a 10-meg 
grid resistor across which the contact 
potential bias is developed. C207 in the 



plate circuit provides the de-emphasis, 
and the bias for 7io9 is obtained from 
the power supply. The output circuit is 
fairly conventional. 
Using a pentode for the first audio 
stage so that feed- 
back may be applied 
readily without over- 
all loss of gain, it be- 
comes necessary to 
obtain the de-empha- 
sis by another 
means, since the 
capacitor C207 would 
be inside the feed- 
back loop. This may 
be done by replac- 
ing #236 with a 56,- 
000 -ohm resistor, 
and connecting a 
130-MMf capacitor Ci 
from the junction of 
#2.io and Ciion. This 
gives a de-emphasis 
of 07 Msec, which ap- 
pears to be adequate. 
Measured response of the audio system 
indicates a droop of 13 db at 10,000 cps, 
which is within 1 db of the nominal va- 
lue. To improve the low-frequency re- 
sponse, C205 and C208 are both increased 
in value; C207 and C209 are eliminated. 
The arm of the volume control is con- 
nected directly to the grid of F108, 
eliminating C208. The circuit which 
formerly connected to the d iodes of 
Vxos is connected to ground through a 
1N34 germanium crystal diode, thus 
maintaining the normal operating char- 
acteristics of the picture control cir- 
cuit. 

The bias required by the 6V6 in the 
output stage is somewhat less than that 
for the 0K6. Therefore, the two resis- 
tors #3 and #4 are employed in the grid 
circuit as a voltage divider, giving a 
bias of approximately 13 volts. 
Physical Changes 

Using a speaker separate from the 
chassis will eliminate the use of the 
present speaker field as a filter choke. 
A new choke coil having a resistance 
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Response ±2.5 db,40cpsto15kc, 



Output-46 db. 



£ **** 
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S0 



y0 
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High Fidelity Broadcast Dynamic 



You've wanted microphones like these! 
Performance meets the highest FM and AM broadcast 
standards. The bass end is smooth and Hat. 
The highs are particularly clean and peak-free. Construction is 
extremely rugged and shock-resistant. Has E-V Acoustalloy 
diaphragm. Omni-directional. Each microphone 
individually laboratory calibrated and certified. Try one. 
Compare it with any mike in your own studios. 

Write for full facts today! 



New "650" 

Response ±2.5 db, 
40 cps to 15 kc. 
Output -46db. 
External Shock Mount 
Impedance Selector 
List Price $150 




ELECTRO-VOICE, INC., BUCHANAN, MICHIGAN 

Export: 13 E. 40th St., New York 16, U. S. A. CoWei: Arlab 



Response ±2.5 db, 
40 cps to 15 kc. 
Output -50 db. 
External Shock Mount. 
Impedance Selector. 
List Price $100 
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The "635" 

Response ±2.5 db, 
60 cps to 13 kc. 
Output -53 db. 
Impedance Selector. 
For Hand or Stand. 
List Price $60 
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of the order of 60 ohms should be 
mounted on the left apron of the chas- 
sis, approximately under the 1B3/8016 
rectifier tube. The leads from this choke 
should be connected directlj to the 
two terminals on the filter capacitor 
(Cam in the complete schematic) and 
permitting the removal of the leads to 
the tie point located adjacent to Vioo. 
This leaves two connection points for 
the components in the feedback circuit 
used in Fig. 2, as well as for the addi- 
tional filter capacitor Ci in the screen 
circuit of F108. All the connections 
should be removed from Fios except 
the leads to terminals 3 and 4. Connect 
a 1000-olim resistor R2 from terminal 
7 to ground, and strap terminals 2 and 
7 together. The plate and screen resis- 
tors should be connected to terminals 
5 and 6 respectively, with the other end 
being connected to terminal 4 of F109. 
An extra lead is run from the screen 
(terminal 6) to the tie point, and a 
10-Mf, 450-volt electrolytic capacitor Qi 
is then connected between this lead and 
ground. 

Using the circuit of Fig. 2, Cz is con- 
nected from the phite of F109 to the 
remaining tie point, and the 0.33 meg 
resistor 7m from this point to terminal 
2 of Fios- The capacitor C208 is con- 
nected directly between the sockets, 
and the 2.7-meg resistor Rz runs from 
terminal 5 of F109 to ground. The 1.0- 
meg resistor IU goes in place of the old 
Hxx (0.27 meg). 

The Fig. 3 arrangement is somewhat 
better when the output transformer is 
not of top quality, since the transformer 
is included in the feedback loop. It will 
require some care to make sure of 
selecting the correct polarity, however. 
Make a temporary ground connection 
to one side of the transformer seconda- 
ry, and with a signal passing through 
the set, momentarily connect the feed- 
back resistor Rn to the other output 
lead. Tf the output is reduced, correct 
polarity is indicated and the connec- 
tions may be made i>ermanent. If not. 
reverse the connections to the trans- 



former secondary. The values specified 
lor the feedback resistor will give ap- 
proximately 17 db of feedback, which 
will ensure a signal output of essenti- 
ally the same value as in the original 
circuit. 

The output transformers chosen for 
the two tests were both intended for a 
5000-ohm plate load, and both had a 
number of output impedances. In one 
instance, a cased transformer was used, 
and it was mounted directly on the 
chassis with the terminals up. A shield- 
ed pair was used for the plate and B-r 
leads. To mount the transformer on 
the chassis in this fashion — assuming 
that the set is in finished form — the 
r-f unit must be removed. This is an 
operation which must be performed 
with cure, and in general is not recom- 
mended. If the set is being assembled 
from a kit, the mounting of the trans- 
former may be made before the r-f unit 
is installed, and a more workmanlike 
job is ensured. For the complete re- 
ceiver, however, it is simpler and safer 
to mount the new transformer on the 
speaker bracket. 

One additional change is recom- 
mended to provide more filtering for 
the output stage, desirable because of 
the improved low-frequency response. 
This involves removing the resistors 



#226 and #21*7 from their present con- 
nection to C220, and reconnecting them 
to the lug marked witli a square on (7225, 
directly below C224 when the chassis 
is in the normal position: 

With these simple changes, the set 
is comparable to any good FM receiver 
with respect to quality of reproduction t 
and increased entertainment pleasure 
is sure to he had. The 630 — already 
recognized as a reliable picture receiv- 
er — takes its place with the most ex- 
pensive TV console. The 8TS30 is uear- 
ly identical, and lias the filter choke 
already installed, since this chassis em- 
ployed a PM speaker. Obviously, similar 
changes may be made on any table 
model TV receiver with the assurance 
that the inherent quality of FM trans- 
mission is there — and that an improved 
audio channel is all that is necessary. 



(Book (R&vwu 

Radio Components Handbook? Cloth 
hound, 6 x 9, 211 pages. Technical Adver- 
tising Associates, Cheltenham, Pa. S2.50. 
A new type of handbook which, while in- 
tended primarily for the radio receiver de- 
signer, is full of much useful data that 
should be familiar to anyone interested in 
radio amd audio design. The general prob- 
lems of commercial design are treated in a 
way not common to the usual engineering 
handbook, but with I he point of view of the 
engineer working for a radio manufacturer. 
Thus the book does not provide the exact 
design procedure for circuits and equipment, 
but will serve to introduce the reader to 
another aspect of the radio field. 

This handbook covers general design, 
transformers (both audio and power) r-f 
transformers, capacitors of \arious types, re- 
sistors, insulating materials, speakers, switch- 
es, afid tubes and metallic rectifiers. Among 
the interesting treatments will lie found the 
methods of choosing the correct component 
for a specific application, what specifications 
are important and why, how to design cir- 
cuits for minimum cost, and numerous other 
design, data. 




Fig. 3. Circuit used when it is desired +0 include the output transformer in the 

feedback loop. 
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Hindemith, Nobilissima Visione (St. Francis). 
1937. 

Philadelphia Orchestra, Ormandy, 

Columbia MM 847 (3) 
Hindemith, Symphonic Metamorphosis on 

Themes of Carl Maria von Webner. 1943. 

Cleveland Orchestra. Szell. 

(No 78-rpm album yet) 
Both of above: Columbia LP: ML 4177 
• This department has already spent a 
lot of space explaining why musicians use 
fancy names for simple things — perhaps it 
had better be admitted right now that one 
reason is simply that, they like fancy names: 
i.e., they're only human. Witness the sage 
Mr, Hindemith, who has practically guaran- 
teed a negative reaction to his two big or- 
chestral works, above, by giving them such 
fabulous handles! 

For, if you can get yourself past those 
forbidding monickers, you're likely to find a 
good deal of pleasure in listening to these 
works, if you are even the slighest bit attuned 
to music of Today, including, of course, jazz 
and what-not. The Nobilissima Visione, the 
Most Noble Vision, comes from the score of 
a ballet concerning St, Francis, and it is not 
unlike the quite popular "Mathis der Maler" 
("Matthias the Painter*') score of Hinde- 
mith, similarly put together in 1934 from 
the score of an opera. In "Mathis/* now 
available in two different recordings and 
on All-Three Speeds, the final movement is 
the Temptation of St, Anthony, and here 
too is a similarity of theme, a different 
Saint. This is big, dignified music, dissonant 
but not noisy and harsh by any meams; it 
has plenty of orchestral color and expression 
for the ear trained in Tchaikowsky and 
Brahms. Recording is up to the usual Phila- 
delphia standard; the orchestra sounds huge 
and in that large sound a good deal is lost 
or blurred. Perhaps that*s as it should be. 

\s to the Symphonic Metamorphosis on 
Themes of Carl Maria von Weber (Phew!), 
you are likely to find the surprise of the 
month, and perhaps the best A 11- Around 
Recording, too. Maybe Carl Maria was the 
most German of all early 19th century Ger- 
man Romantics. Maybe Hindemith did use 
his themes — and Hindemith, too, is noted 
for his Germanity, so to speak. The program 
notes on the record don't give you any other 
idea than the title itself — that here is a very 
German, very scholarly (or why so much 
Latin?) exposition and development, proba 
by full of fugues and what-not. 

It is. The second movement (2nd cut) is 
a fugue — with a fine jazz theme in a very 
low-down trumpet, plus as snazzy a percus- 
sion section as you'll find in any local dive. 
It's that kind of fugue. It's that kind of 
piece, most of the way through, Weber or no 
Weber. American as all get-out. 

My own private explanation for this is 
simple. Hindemith, in 1943, simply went 

*279 W. Uth St., New York U, N.Y. 



EDWARD TATNALL CANBY* 
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American- -after all he was in this coun- 
try and still is. The "Metamorphosis" title 
would seem to me to be an ingenious screen 
of pseudo-long-hairedness, behind which Mr, 
H, proceeded to show what he had learned 
about the U.S,A, and its music! This score 
is utterly unlike anything else Pve ever 
heard of H., and if you think you know your 
Hindemith you had jolly well better try it 
out. Moreover, not only does it have a highly 
colorful orchestration of brass, percussion, 
everything a hi-fi fan likes, but the recording 
itself is out of this world, considerably 
better than that of the Philadelphia in the 
'"Nobilissima Visione." And this is one of 
those quite rare LP's where almost every- 
thing is undistorted, only a few of the loud- 
est squawks being on the fuzzy side. Try it, 
Vaughan Williams, Symphony #6 in E minor. 
New York Philharmonic, Stokowski, 

Columbia MM 838 (4) 

• While we're at it, here's another im- 
portant contemporary piece that will be 
very easy listening for most, V.W. is Eng- 
land's elder statesman of music. He never 
was what you might call a "modernist" and 
his music today is conservative; but what 
counts in music is not radical or conserva- 
tive tendencies (so many of us think that), 
hut content. Music, we sometimes forget to 
remember, has laws of construction and 
logic that are as reasonable, when you get 
into than, as those of drama or the novel or 
the mystery story. The stuff has to fall to- 
gether in a shape to be consistent; there 
must be no irrelevant material, however lus- 
cious and tempting it may be on its own, 
however descriptive or atmospheric or stir- 
ring. Vaughan Williams, while inclined to- 
wards the "Gone with the Wind" category 
in the way of size* writes good, consistent 
music. This symphony, conservative in tone, 
was written during the recent war, and the 
agony of emotion which it expresses is likely 
to hit yon at once. Behind that agony, though, 
is the excellent craftsmanship that puts 
\auglian Williams (that's his last name— his 
first is Ralph) in a class well above some of 
our other symphonists who also can muster 
a wicked orchestra and paint some pretty 
gory war scenes with it. There's no wise 
cracking in this music, little humor, mo jazz 
at all. But some pretty fine stuff, of tbe 
serious son. 

Respighi, The Pines of Rome. 1924. 
Cincinnati Symphony, Goosens. 

RCA Victor DM, WDM 1309 (2) 

• While the shouting continues over 33 
vs. 45, don't overlook some good things in 
the way of music that may slip past you in 



the excitement- -for example, this album 
from RCA. It is technically, I suppose, 
contemporary" music but you won't think 
of it as that when you hear it. Respighi was, 
at least in 1924, a real old-fashioned neo- 
Impressionist (though he later had a change 
of heart and managed to write some pretty 
dissonant stuff before he died). The 4 Pines" 
is highly colored descriptive music, compara- 
ble to the better known "Fountains of Rome" 
in the same series of tone poems. Its biggest 
claim to notoriety, however, was and is the 
inclusion of the actual song of a live night- 
ingale, recorded, as part of the score. Since 
the music dates from 1924 we can at this 
point wonder what the original nightingale 
on wax sounded like— probably there was 
a nice old-fashioned morning glory acoustic 
machine stuck in the middle of the or- 
chestra! Judging from the scoring of the 
music at this famous passage, it must have 
been a pretty feeble sound— Respighi writes 
a kind of faint, shimmering background of 
strings and a pluck or two from the harp, 
against which a bullfrog or even a katydid 
would sound like thunder, let alone a night- 
ingale! fn this new recording the nightingale 
has quite obviously been refurbished. Sounds 
like a wide-range one to me. Might come 
straight from one of those tricky water 
whistles; or maybe from a clever vaudeville- 
style technician, one of those people who 
can imitate twenty birdcalls simultaneously. 
(After all, how about llaby Snooks?) But* 
then, I'm no birdologisi — ornithologist, if 
you will. Maybe it is a nightingale, mike- 
happy. Sounds good anyhow. The rest of the 
music makes a lot of fine noise, but it 
leaves me definitely bored, 
Rimslty-Korsaltov, "Antar" (Symphonic Suite). 
The Cleveland Orchestra, Leinsdorf 

Columbia LP: ML 2044 (I 10") 

• This is music for those who have been 
playing that LP of the "Scheherezade" Suite 
until it's worn out. Same type of stuff, with 
the special difference that this is unfamiliar, 
whereas "Scheherezade" is hardly that. The 
recording, on LP, is good but, on my equip* 
ment at least, it tends to that buzziness in 
the loud parts which is so often found in 
the Columbia product as played on magnetic 
pickups, wide-range. Nevertheless, an inter- 
esting comparison, musically and technically, 
with the earlier disc. (Incidentally, I have 
met the man who made the recording — 
Scheherezade just mentioned — with the bark* 
ing dog in the final measures of side 2, It 
was a dog. He even knows what dog. But 
that's about all I could get out of him. Hush- 
hush. It was a French poodle, that much I 
did get.) 

Moiart, Symphony #35 ("Haffner" ) . 
Pittsburgh Symphony, Reiner.' 

Columbia MM 836 (3) 
LP: ML 4156 

• The most often heard version of this 

[Continued on page 49] 
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Critical Audio Requirements... 



STANCOR "HF" SERIES TRANSFORMERS 

STANCOR "HF" series high fidelity transformers are premium quality com- 
ponents, designed to satisfy the most exacting demands of audio engineers 
and service technicians. Their advanced design enhances the performance of 
the finest amplifier circuits, speakers, microphones and pickups. 



CHECK 
THESE 
"HF" 
QUALITY 
FEATURES 



^ Guaranteed response, within ± 1 db, from 20 to 20,000 cps. 

y High permeability shielding for minimum Inductive pickup. 

Balanced multiple line matching available. 

)f Special coil design for low leakage Inductance and distributed 
capacity. 

Precision hum-bucking construction on low level units. 



Part 
Number 


Application 


Primary 
Impedance 
In Ohms 


Secondary 
Impedance 
In Ohms 


Response 
1 DB 
From 


Max. Prl. 

DC 
Unbalance 


Mai. 
Level 


♦Hum- 
Pickup 
Reduction 


LOW IMPEDANCE TO GRID 




HF-20 


Low Impedance Microphone, 
Pickup or Multiple Line to Grid 


50, 125/150, 200, 
250, 333, 500/600 


60,000 ohms overall, 
in two sections 


20 to 
20,000 cps 


0.5 ma 


15 db 


-74 db 


HF-20X 


Low Impedance Microphone, 
Pickup or Multiple Line to Grid 


50, 125/150, 200, 
250, 333, 500/600 


50.000 ohms 


20 to 
20,000 cps 


0.5 ma 


14 db 


-92 dbf 


HF-22 


Low Impedance Microphone, 
Pickup or Line to P.P. Grids 


50. 125/150, 200, 
250, 333, 500/600 


120.000 ohms over- 
all, in two sections 


20 to 
20,000 cps 


0.5 ma 


15 db 


-74 db 


HF-22X 


Low Impedance Microphone. 
Pickup or Line to P.P. Grids 


50. 125/150. 200, 
250, 333, 500/600 


80,000 ohms overall, 
i n two sections 


20 to 
20,000 cps 


0.5 ma 


14 db 


-92dbt 




INTERSTAGE 


HF-29 


Single Plate to P.P. Grids— 2A3. 
6A3, 6L6. etc. 


15.000 ohms 


95,000 overall 
1.25:1 each side 


20 to 
20,000 cps 


•0 ma 


17 db 


-50 db 


HF-31 


Single Plate to P.P. Grids, Split 
primary and secondary 


15,000 ohms 


135,000. Turns 
ratio 3:1 overall 


20 to 
20,000 cps 


-0 ma 


14 db 


--74 db 


HF-32 


P.P. Plates to P.P. Grids, Split 
primary and secondary 


30.000 Plate to 
Plate 


80,000 Turns 
ratio 1.6:1 overall 


20 to 
20,000 cps 


0.25 ma 


26 db 


-50 db 






MIXING 










HF-40 


Low Impedance Mfxer, Micro- 
phone, Pickup or Line to Line 


50. 125/150, 200 
250, 333, 500/600 


50, 125/150, 200, 
250, 333, 500/600 


20 to 
20,000 cps 


0.5 ma 


17 db 


-74 db 


OUTPUT 




HF-65 


P.P. 2A3, 6L6, etc. to Line or 
Voice Coil 


3,000 to 5.000 
Plate to Plate 


1.2. 2.5, 5, 7.5, 10, 
15, 20. 30, 50, 125, 
200,250,333 or 500 


25 to 
20,000 cps 


5.0 ma 


20 watts 




HF-67 


P.P. 2A3's, 6A5-GS, 300A's, 
275A's, etc. to Voice Coil 


3,000 or 5,000 
Plate to Plate 


30, 20, 15, 10, 7.5, 
5. 2.5, 1.2 


25 to 
20,000 cps 


5.0 ma 


20 watts 




HF-68 


P.P. ParT2A3's, 6A5-G s, 300A s, 
6A3's to Line or Voice Coil 


1,500 or 2,500 
Plate to Plate 


500, 333. 250. 200, 
125, 50. 30, 20, 15, 
10. 7.5, 5. 2.5. 1.2 


25 to 
20,000 cps 


5.0 ma 


40 watts 





*As compared to standard uncased units. fQuadruple alloy magnetic shield. 



WE WELCOME COMPARISON, 
under identical test conditions, of Stancor 
""HF" units with equivalent types of any 
other brand of high fidelity transformer, . 
regardless of published claims. Frequency 
response curve charts sent on request. 




For complete information on the Stancor "HF" series and the smaller 
"WF" units, see your Stancor radio parts dealer or write for the 1949 
Stancor catalog A, listing over 400 transformers and related components 
for sound, radio and television. 

STANDARD TRANSFORMER CORPORATION 

ELSTON, KEDZIE & ADDISON, CHICAGO 18, ILLINOIS 
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NEW PRODUCTS 



• Tube testing is a necessity for any 
user of vacuum tubes, and for both labora- 
tory and service applications t lie recognized 
optimum test method i* that of the dynamic 
mutual conductance of the tubes operated 
under test voltages approximating tlios** en- 
countered in normal use. A new lightweight 
portable* tester. Model 600. is offered by 
hlickok under the classification of "techni- 
cians" model. This instrument, with self- 
contained power supply, provides direct 
reading mutual conductance measurements 
with ranges of 3000. 6000, and 15.000 mi- 
cromhos. Tor complete informal ion. write 
H. 1). Johnson. The liickok Electrical In- 
strument Co.. 10617 I) upon t Ave.. Cleve- 
land 8, Ohio. 

• Sound effects consoles are usually the 
results of a combination of apparatus which 
is added from time to time as the occasion 
arises. Not so the unit recently announced 
by Gray Ke-earch and Development Co. s 
Inc.. 16 Arbor Street. Hartford 1, Conn. 
This console is a complete instrument with 
all the necessary features already added. 

The new Type 352C unit is especially use- 
ful for television work, since the sound ef- 
fects engineer is playing an increasingly more 
important role, and his equipment must be 
extreme! v versa t ile. Three turntables, each 
continuously variable f roni 10 to 130 rpm. 
are mounted on the console, with four tone 
aims so arranged that the two center arms 
may be used on cither of the two adjacent 
tables. Each arm is equipped with a "grain- 
of*wheat !J lamp to permit exact placement, of 




Hicltok Electrical Instr. Co. 




Gray Research and Dev. Co. 
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the exposed stylus. Necessary amplifiers, fil- 
ters, equalizers, and controls are mounted in 
an easily accessible position, the amplifiers 
being of the plug- in-type for easy replace- 
ment and maintenance. A transparent script 
rack does not obstruct a view to the stage, 
and a roll top protects the unit from dust 
and from dial-t widdlers. Complete informa- 
tion ami block schematics may be obtained 
from the manufacturer. 

• Magnetic recording, like every other 
new art, brings with it the need for a num- 
ber of accessories. Among them are splicers, 
and a simple unit for making the desirable 
diagonal butt joint is now available from 
Magnecessories. Box 6960. Washington 20. 
I). C. This unit was designed especially for 
the amateur. But is also satisfactory for the 
professional where the simplest possible de- 
vice is desired. It. is provided with mounting 
holes to i>ermit attachment to the recorder 
near the tape channel. 

Also available from the same source is a 
solution called Visi-Vlag, which will deposiL 
finely divided iron on magnetic recording 
tapes to make the recording visible for 
checking alignment of heads and for deter- 
mining defects in head- to-t ape contact. 

• Small parts storages somewhat of a 
nuisance to t lie hobbvist or the occasional 
constructor., because lie is not usually 
equipped to handle parts of the type em 
ployed in radio work - resistors, capacitors, 
machine screws, lock washers, nuts, solder- 
ing lugs, and many others too numerous to 
mention. Bulletin 520. available from Andrew 
Technical Service. 1747 N. I)am«n Avenue. 
Chicago 25. Ill,, describes two different 
sizes of trays, both 11^6" in length and 2$%" 
deep, with widths of 2" and 3^4" respec- 
tively, which may he combined in a number 
of forms to provide adequate storage for 
small parts. These trays are constructed of 
transparent Polystyrene, with molded index- 
card slot, and a finger pull at the front of 
each. Four removable partitions make it 
possible to adjust the trays for parts of 
varying sizes, and the height, and width of 
the trays is such that they stack in standard 
metal shelving used in industrial plants. 

• A "DynauraP' system, based uoon the 
famous H. H. Scott f)ynamic Noise Suppres- 
sor, has recently been introduced as a de- 
vice in which the band width is automatical- 
ly and continuously adjusted to conform 
to the requirements of r he music, thus com- 
bining maximum fidelity with minimum 
noise level. The first unit available is the 
Type I ! I - \ Dvnaural Converter, intended 
for use with standard amplifiers, phono- 
graphs, and combinations, and offered at 
the lowest price in history for a dynamic 
neige >unt>re*sor. 

Operating uti to a maximum frequency of 
14.000 cps. the device minimizes needle 
scratch as well as the pops and crackles on 
plastic records and the rumble from turn- 
table motors. Connections are made quite 
simply, and a single remote control may be 
mounted on the panel of the phonograph or 
on the radio panel, as desired. Further in- 
formation may be obtained from Hermon 
Hosmer Scott. Inc., 385 Putna^h Ave., Cam- 
bridge 39. Mass. 

• Static will again become - an annoy- 
ance to record enthusiasts with the winter 
months. A new product introduced by Walco 
Products, fnc 60 Franklin St.. East Orange, 
N. J.* is a liquid which, m lien applied to 




Magnecessories 




Andrew Technical Service 




Herman Hosmer Scoft, Inc. 

record surface*, creates a condition in the 
record which causes it, to discharge anv in- 
heient static electricity so that it will no 
longer alt ract dust particle*. Walco Slat ic 
Eliminator is applied b> spreading a few 
drops on a soft, cloth which i- then rubbed 
over the surface of both side?- of a record. 
Then a follow-up rub with a dry cloth will 
further spread out an invisible, microscopi- 
cally thin film (of a thickness of one to 
10 molecules) over the entire ecord surface, 
which is then immune to static electricity, 
so that dust may he brushed off easily. 
Keconls may be played from 50 to 100 
times before another application of the 
Eliminator is required. 

Samples are available from the manu- 
facturer when request el on the letterhead 
of broadcast stations and large commercial 
users of phonograph records. 
• Synthetic rubber - neoprene is now 
being used for Sealnuts. a combination 
mounting and sealing device for toggle 
switches and control shafts, with the result 
that greater flexibility is obtained at low 
temperatures, and greater resistance is offered 
to sunlight, weathering, and other aging 
factors. 

These devices ar used extensively on 
military, naval, and commercial equipment 
\Continiied on page 51 \ 
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New Polyphase Reproducer 

System 



Incorporating principles which provide a simple and logical solution of today's problem of high quality 
reproduction of different types of records and transcriptions — at incredibly low cost. 



Desire for iiUSiO springs from the 
pleasure it can afford. However, 
one could hardly expect much 
pleasure from a record that can be 
played only after changing and shifting 1 
of apparatus, back and forth. 

To enjoy today's discs (micro, 78 
rpin. etc.) requires a single pickup unit 
capable of delivering such quality per- 
formance as would be delivered by two 
or more separate high grade magnetic 
reproducers — each designed expressly 
for a given type of recording. 

The new ATT) AX Reproducer, — pre- 



sented herewith,— will do just that. 

This new AUDAX is perhaps the 
most important and revolutionary ad- 
vance since the advent of the electronic 
pickup itself, — back in 1926. Yet, — re- 
member, — its cost to you is less than 
the cost of ordinary pickups. 

Your admi ration will be aroused 
when you see and hear the way this re- 
markable instrument works. 

You will know, — this new ATTR AX 
performs important functions that no 
other unit does. 

You will know, — this new AUDAX 



is the very type of instrument you so 
long wanted, but thought impossible of 
development. 

You will know,— this new AUDAX 
constitutes the complete answer to your 
reproducer problem. 

You will know, — this is the logical in- 
strument for YOU — whether you play 
one type or several types of discs. 

When you learn that, with all its un- 
precedented accomplishments, this new 
AUDAX costs less than ordinary pick- 
ups. — yon too will say; 

"Yes> this is ITT 



Wide range performance with any type disc • Point pressure ahout 7 grams • Genuine sapphire 
styli (or diamonds if desired), replaceable individually l»y the user himself • Output ahout 
30. m.T. • High or low impedance • Needle radiation very, very low • Ear quality par excellence 

W rile for «*om pi inu*nl;Dr> EIIITOIIIAL I|EI*III.\T <lo*cri bing poSy |ilin**4" principle* 
Thurn itt an AlUltAX nnnlet to suit every purpose 



Also aval la hi for Itndio *Mn I torts 
This is the answer for which you united so long. This renutrhahle reproducer 
one single unit- will t*lay ALL ymtr d isCx — su per hlyf 



There is no substitute for exfterience. When \ou,are buying a motor car, ivnshing machine or refrigera- 
tor, almost instinctively yon evaluate live experience of the manufacturer behind tlie product. Has 
ho the all-important KNOW-HOW to justify your implicit confidence? In no oilier field is this 
K^sOW-llOW more im [>ort ant ibuin in the field of Electronic Sound Apparatus, where AUDAX has 
set the paf*e for more than ttventy*five years. 



Visit us at the IS. Y. Audio f «ir, Oct. 27-28-29 



Al IIAK COMPANY 

500 Fifth Avenue New York 18, N. Y. 

"Creators of Fine Electro* Acoustical Apparatus Since 1915" 
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Measuring High-Resistance Values 



Until recently, the average audio 
engineer lias not had much contact 
with resistors of the order of more 
than ten megohms in the general run 
of his work. However, with the re-en- 
trance of the condenser microphone and 
the attendant high input resistance of 
that device, resistors of the order of 100 



megohms are finding their way into the 
audio fao.il it ies of the up-to-date sound 
installation. 

Then too. amhitious scientists are 
branching into nuclear work, if not as 
a vocation, at least as an avocation- 
Here the needed resistors aro best ex- 
pressed as a higher power of tens of 



fytucjfUe Audio- Ottlttiumentd, 



Our work is concentrated in fields 
involving new methods or unusual 

techniques. 
These have been used to give im- 
proved performance at reduced cost. 



THE BRIDCER 

MODEL 1 00 : For bridcin-jt measuring Instru- 
ment* across any part of an audio circuit 
through shielded cable without appreciable 
loading. Cable capacitance almost completely 
balanced out by u«e of improved rathode fol- 
lower and special double-shielded Cable, Input 
impedance in 1 00 megohms in parallel with 6 
mmf at end of 3-foot shielded cable. 





MODEL 121 LOGGER 

Logarithm ic voltmeter with 50 db linear 
meter scale; output may be used to feed 
direct writ in it recorder (via a suitable 
amplifier) for acoustical reverberation tests. 
Input impedance — 50.000 ohms; output im- 
pedance — 1000 ohm* 



MODEL 140 DISC-NOISE METER 

Overload-proof amplifier voltmeter for 
quality control of lacquers, phonograph 
records, transcriptions. New stable loga- 
rithmic element. 20-db linear meter scale. 
Minimum reading 75 db below 7 cm /sec. 
velocity with pickup Cartridge supplied. 



Miniature Preamplifiers for use with 640AA Condenser Microphone 



MODEL 12: High gain, operates VTVM 
directly at normal room sound levels. 
Output: — JO dbm for t dyne/cms. Output 
Z: 250 ohms, balanced. Size: 10" long x 
1%" diameter. Lower power drain. Avail- 
able w ith insert calibrating resistor on 
special order. 

Both models also available 



MODEL 14: Medium gain for general broad- 
cast and recording use, also to operate 
VTVM directly at sound pressures usee] 
in receiver testing. Output: — 55 dbm for 
1 dyne/cm Output Z: 250 ohms, balanced. 
Size: 6%" long x 1V4" diameter. Low 
power drain. Available with Insert calib- 
rating resistor on special order. 
* th nose piece dimensions 



modified to fit Kellogg Miniatuce Condenser Microphone 

Write for further information and prices. Our com- 
plete catalog of audio instruments is now ready. 

AUDIO INSTRUMENT COMPANY 



194 w BroadV-aY 



New York 23, N. Y. 



megohms, and it is not unusual to find 
resistor values of 5 x 10 u ohms in such 
installations. 

A suitable method of measuring these 
components with a degree of accuracy 
of better than ±5 per cent is needed, 
and is indeed simple to accomplish by 
the method to be described. All that is 
necessary is a source of comparatively 
high voltage and a vacuum-tube volt- 
meter, such as the RCA VoltOhmyst, 
Model 195-A, or its equivalent, A word 
of caution should be inserted here — this 
is a decidedly dangerous procedure, and 
is to be undertaken only with due cau- 
tion, commensurate with the high vol- 
tages employed. Such a system can 
produce a lethal shock, if not treated 
with proper caution and respect. 

Figure 1 shows the general proce- 
dure for making the tests. E* repre- 
sents a source of high-voltage direct 



r 



I 



current, a suitable value for which can 
he chosen from the suggested values in 
Table I for the approximate value of 
the resistor under test, i?* is the un- 



TABLE I 

Resistance to be 
measured 

1(H) megohms 
10.000 
50.000 
100.000 
500,000 



Power Supply 
Voltage 
100 volts 
500 
2,000 
5,000 
10,000 



known resistor, and R* is the input re- 
sistance of the particular v-t voltmeter, 
including both the resistance of the 
probe and that of the instrument itself 
as a lumped figure. 

Proceed as follows: Measure the 
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voltage of the power supply at point A, 
taking the necessary precaution to use 
a sufficiently large probe resistor so aa 
not to exceed the rating of the volt- 
meter. Then measure the voltage at 
point B — that is, with the unknown re- 
sistor in series with the present probe. 
Then, calling the two voltages E* and 
E* respectively, the value of the un- 
known resistance Rx is given by the 
formula 



R* = 



E, — Ei, 
E> 



R* 



where R* and R* are both expressed in 
megohms. 

In the absence of a high -resistance 
probe for making measurements of the 
high voltages required for these tests, 
it is not too difficult to make such a 
needed adjunct to a v-t voltmeter. A 
probe suitable for adapting the RCA 
195-A to measure with a full-scale value 
of 5000 volts needs only a 41-megohm 
resistor which may be had to an accur- 
acy of ±1 per cent, which is more ac- 
curate than that claimed for the instru- 
ment itself. 

The formula used to determine the 
resistance required for a high-voltage 
probe can be expressed as follows : 

Rp ~ {N — 1) R, + rp 
where R P — the resistance of the new 
probe; 

= the number of times the 
maximum voltage range 
is to be increased; 

R* — the input resistance of the 
v-t voltmeter including 
the normal probe; and 

r P — the resistance of the nor- 
mal probe supplied with 
the instrument. 

All resistance values are expressed in 
megohms. 

With these simple directions, it will 
not prove difficult for the most unin- 
itiated to measure the highest useable 
resistance. The same technique can be 
used, of course, to measure insulation 
resistance of cables, winding-to-wind- 
ing and core-to-winding resistance of 
transformers, and for similar high-re- 
sistance measurements. Such measure- 
ments can be considered to be better 
than ±5 per cent, since they do not 
depend on the accuracy of the v-t volt- 
meter itself because the readings are 
purely comparative and are made by the 
same instrument and usually on the 
same scale. It is necessary that the 
readings bo taken with reasonable ac- 
curacy, and that the power source is 
at least that indicated in the Table I. 

Llewellyn Bates Keim 
Consulting Radio Physicist 
20 E. 74th Street 
New York 21, N. Y. 



WHY CHOOSE FAlftCHUD 
FOR TOP PERFORMANCE 



Each month you read equipment spec- 
ifications in the advertising pages of 
your favorite magazines. Specifications 
are fine things, but often difficult to in- 
terpret in terms of what the equipment 
wilt do for you. For example, suppose 
we say that Fairchild Disk Recorders 
and Transcription Turntables have a 
time accuracy of 1 part in 4.6 x 10 ft 
at 33!^ rpm; an instantaneous speed 
deviation of .075% ; a noise level of such 
and such decibels below some stylus 
velocity at so many cps. Impressive? 
Sure. And factual, too. But what you 
want to know is . . . what effect do 
these specs have on your operations. 
What is the performance, after the 
specifications are paid for? Here are the 
data on Fairchild Recording and Play- 
back equipment, in facts and effects. 




Precision Turntable Drive. 

in all Fairchild Disk Equipment 



FEATURE 


FAIRCHILD EQUIPMENT 




Typ« of Drive 
and 

Resultant Speed 
Regulation 


Direct to center — gear. 

Absolute synchronism for 
use with sound-on-hlm and 
on the nose programming. 
1 Accurate within .00026 sec- 
onds in 20 minute play 
period at 33'/) rpm. 


Rim drive — puck or pulley. 

Usual accuracy — 6 seconds 
in 20 rrjinutc play period 
(-1 % speed regulation). 
Does not permit rigid syn- 
chronization nor on the 
nose programming. 


Possible time 
error — record 
and playback 
(20 minute disk) 


± .00052 seconds 


± 12 seconds (based on 
above) 


Instantaneous 
speed deviation 
and 

Effect on aud- 
ible signal 


less than .075 % 
None 


approximately .12) % 

Wo w usua II y evident at 
this figure 


Noise and Rumble 


Experienced users of Fair- 
child Equipment claim dy- 
namic range of 62 db. 


Dynamic range limited by 
noise and rumble when 
wide tolerances are permit- 
ted in machining. 


Control of cutting 
pitch (lines per 
inch) 


Studio model : turn knob 
for continuous and int/an* 
1 taneous pitch change from 
80 to over 500 lines per 
inch. Can be varied at will 
during the recording. 
Portable model: insert 
small gear — no disassembly 
required — only one feed 
screw fot all pitches. 


Portable and Studio mod- 
els: disassemble lathe mech- 
anism — change feed screw 
—reassemble lathe mechan- 
ism. Or, change pulley 
ratios. 


Overhead cutter 
assembly 


Secured as integral part of 
turntable deck. Always in 
pos i 1 1* ve a 1 ign men t . 


Lift or swing into position. 
Possibility of Cutter mis- 
alignment — causing varying 
depth of Cut and incorrect 
groove shape. 


Portable model 


Actually a console model 
in a portable case. Same 
performance on location as 
in the studio. 


Sacrifices in mechanical de- 
sign to gain portability 
further exaggerate inferior 
performance. 


Maintenance 


Periodic lubrication of 
drive mechanism. Alu ays 
.at peak performance — no 
headache for the owner and 
operator. 


Lubrication, and frequent 
replacement of puck and 
pulleys. Continued adjust* 
ment necessary to keep 
speed of turntable up to 
specifications. 



Fairchild specializes in LIP SYNCHRONOUS recording and playback equip- 
ment for SOUND-ON-FILM, TV PRODUCTIONS, and all such installations 
requiring laboratory starfdard performance. Write for full details. 
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for aN TV Cameras 

BALANCED" TV TRIPOD 




Pat. Pendinq 

This tripod was engineered 
and designed expressly to 
meet all video camera re- 
quirements. 

Previous concepts of gyro 
and friction type design have 
been discarded to achieve 
absolute balance, effortless 
operation, su.per-smooth tilt 
and pan action, dependabil- 
ty, ruggedness & efficiency. 

Below : 
3 wheel portable 
dolly with balanced 
TV Tripod mounted. 



Complete 360° pan without 
ragged or jerky movement is 
accomplished with effortless con- 
trol. It is impossible to get any- 
thing but perfectly smooth 
pan and tilt action with the 
"BALANCED" TV Tripod. 

Quick-release pan handle adjust- 
ment locks into position desired 
by operator with no "play" be- 
tween pan handle and tripod 
head. Tripod head mechanism is 
rustproof, completely enclosed, 
never requires adjustments, 
cleaning or lubrication. Built-in 
spirit level. Telescoping exten- 
sion pan handle. 
Write for further particulars 



hunk u iucptn 

flm€Rfl€ouipmenT(o. 

1600 BR0R0U1RU fl€UJ MQRKXITS 




NEED BACK ISSUES? 

Only a few are available and 
the supply is limited 



□ 
□ 
□ 
□ 



August 1948 
September 1948 
November 1948 
December 1948 



□ 
□ 
□ 
□ 



March 1949 
May 1949 
June 1949 
August 1949 



Payment should accompany order. 



1948 issues 

50c 

1949 issues 

35c 



Circulation Dept., Audio Engineering, 342 Madison Ave., New York 17, N. Y. 



AUDIO FREQUENCY 
MEASUREMENTS 

[from page 16) 

put of the equipment under test as 
shown in Fig 2. This method has sev- 
eral advantages. The meter scale 
range, absolute sensitivity, and possible 
variation in accuracy with indication 
are not factors in the choice of meters 
used. Possihle observational errors due 
to the use of meter-range switches are 
eliminated. The amount of calculation 
to obtain the desired result from ob- 
served readings is minimized. Further, 
this arrangement has the merit that 
known input and output levels over a 
wide range of values can readily he 
provided. This is of particular practi- 
cal importance if the same testing 
equipment is to he used to measure a 
wide range of gains and losses and 
various power levels. 

The increments of attenuation avail- 
able and the accuracy of their calibra- 
tion together with the scale sensitivity 
and accuracy of the meters used gov- 
erns the accuracy with which absolute 
gain can be determined. Kesponse (rela- 
tive gain) measurements require ab- 
solute accuracy so that relative gains 
are indicated within the desired limits 
of precision. A total measuring error 
of ±0.2 db from all causes is the order 
of precision required for frequency 
response (relative gain) measurements 
on equipment for broadcasting trans- 
mission. This limit includes frequency 
response errors in the attenuators. 
These may ordinarily he avoided by 
careful attenuator design. Failing this, 
recourse to calibration is possible. In 
^ome instances, particularly in attenu- 
ator net wor k a r ma of low res i sta 1 1 ce 
values, contact resistance in switches 
may introduce errors. Careful design 
and proper maintenance of the switch- 
es will minimize rliis difficulty. The 
adjustable attenuators should prefer- 
ably be mounted in a shielded en- 
closure. This precaution minimizes the 
possibility of errors due to parasitic 
capacitances to external surroundings, 
which become increasingly trouble- 
some with increasing frequency. 
Impedance Matching Networks 

The calibrated adjustable attenua- 
tors will have fixed input impedances 
determined during design. If the im- 
pedances from and into which it is 
desire* 1 to measure the equipment un- 
der test are other than those of the 
attenuators, it h necessary to add 
impedance matching networks. These 
ordinarily can he fixed pads. The ad- 
dition of such pads to the testing cir- 
cuit is shown in Fig. 6. The determina- 
tion of the values of such pads is well 
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covered in extant literature 0 10 How- 
ever, Fig. 7 is included to summarize 
information for determining such i>ads 
hs well as "equality impedance" fixed 
pads, which may he useful to supple- 
ment the adjustable attenuators. It 
should be noted that the "zero resist- 
ance" arm of the minimum loss match- 
ing pad is always toward the smaller 
ol the two terminating impedances and 
that there is only one possible value 
of loss for such pads if both input and 
output are matched. 

The power handling capacity of the 
resistors used in pads may also re- 
quire consideration on occasion. For ex- 
ample, when measurements are made 
on an amplifier for a high-powered 
sound system, an output pad might well 
be used to reduce the power to normal 
measuring level, ami the difference be- 
tween the power out of the amplifier 
and that in the meter circuit would be 
dissipated in the pad. 

Ordinarily one per cent accuracy 
will lie adequate for the values of the 
resistors used for pads. However, the 
required accuracy (or alternative cali- 
bration of actual loss) will be governed 
by the accuracy desired in absolute 
gain indication. In addition, freedom 
from change of attenuation with fre- 
quency or calibration for such change 
of loss is also a necessary consideration. 

In connection with the use of both 
adjustable attenuators and fixed pads, 
whether for impedance matching or 
to supplement limited range adjustable 
attenuators, it should be noted that 
Thevinin's Theory may be applied to 
reduce the input and the output net- 
works to the equivalent of a generator 
in series with a resistance. 

Balance and Grounding 

For measured results comparable to 
actual performance conditions, the 
equipment under test should be ground- 
ed in the same way for measurement 
us it is in actual use. In particular, 
the grounding or freedom from ground- 
ing of the input or output or both 
should bo maintained. Among the prac- 
tical problems which this introduces 
are. first, the balance of attenuators 
(both fixed and adjustable), and second, 
the control of oscillator grounding. 

The attenuators, including those for 
impedance matching, should be of the 
unbalanced type for connection to a 
grounded circuit and of the balanced 
type for connection to circuits intended 
for ungrounded operation or with a 
"center-tap" ground. When using an 
unbalanced measuring circuit one side 
should always be grounded. The term 
"ground" is used here as meaning that 
zero potential plane is used for ref- 
erence. The impedance to ground for 
rdl points on the grounded side should 




a DYNAMO 

AMONG 
DYNAMIC MICROPHONES 



Here is the microphone in its class— 
a high-output moving-coil dynamic 
that was designed to outperform . . . 
outsmart . . . outlast even higher 
priced microphones. The "Sono- 
dyne" features a multi-impedance 
switch for low, medium, or high 
impedance-plus a high output of 52 
db below 1 volt per dyne per sq. cm. 
It has a wide range frequency re- 
sponse (up to 10,000 c. p. s.) and 
semi -directional pickup. Mounted 
on swivel at rear, can be pointed 
90° for non-directional pickup. 

The "Sonodyne" is ideal for all 
general purpose use, including pub- 
lic address, communications, record- 
ing, and similar applications. 



Shurt PnUnU Ptndino 



CSHURE 1 



MODEL "51" 
LIST PRICE 



Multi-Impedance 
Switch for 

LOW, MEDIUM, 
or HIGH 

Impedance 



HIGH OUTPUT 

(-52 db) 



WIDE RANGE 
FREQUENCY 
RESPONSE 

(up to 10,000 C. p. S.) 

CODE: RUMON 

. $39.75 



SHURE BROTHERS, INC 

Microphones & Acoustic Devices 

IIS W. HURON ST., CHICAGO 10, ILL. • CABLE ADDRESS: SNUREMiCRO 
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STEPHENS TRU-SONIC 

Model 409 




Separate 2-way 
Speaker System — 
800 Cycle Crossover 

For the custom builder who has the space 
required for a higher fidelity speaker instal- 
lation, the Model 409 2*Way Components 
present the opportunity for smoother, ex- 
tended response than that which is available 
from conventional and coaxial speakers. The 
price is comparable, your price being only 

$120°° 

Specifications 

Crossover frequency with Model 800X-2 Di- 
viding Network, 800 cps; Cone resonance in 
free space, 41 cps; Uses Model P-52LX Low 
Frequency Driver, AVt pounds Alnico V mag- 
net; Model P-15 High Frequency Driver. Fre- 
quency Response of, System is 5db 35 to 
14,000 cps; Input impedance 10-20 ohms; 
Input power 20 watts. Size: 18" w. x 27" h. 
x 14!6" d. Weight; 40 pounds 



STEPHENS 



Manufacturing Corporation 



8538 Warner Dr., Culver City, Calif, 



BETTER REPRODUCTION FOR BROADCASTING - 




CRAY TRANSCRIPTION 
TURNTABLE 304T 
with exclusive RECORD LIFT 

The Gray Transcription Turntable 304T 
assures you virtually pe r fect reproduction 
with 78 rpm or 33^ rpm transcriptions. 
// features . . . 

• Absolute synchronism at 
78 and 33V6 r.p.m. 

• Instant speed chanpe 

• Simile control for starting 
and speed change 

• Filters building vibrations 

• Kecord Lift lever-operated 

• No record slipping, flutter, wow 

• Record Lift guarantees exact timing 

• Maximum simplicity and 
SPEED of operation 

Mounted in all metal cabinet 27" square. 
Price $450 f.o.b. Hartford (Pickup, 
Equalizer, casters extra) 

IAY STYLUS FORCE GAUGE 901 

Preserve your record library. Cber-k stylus force with 
this new gauge. Accurate to grams. As simple as it 
is important to use! 

Please ask for descriptive bulletins. 



be as low as possible, the interconnect- 
ing leads should be as short as possible, 
and no series resistors included in the 
ground circuit. For example, the gen- 
eral ized pads of Fig. 7 should have 
their series resistor? in the ungrounded 
side of the circuit. A. properly ha lanced 
attenuator requires both resistance 
balance between the two sides of the 
attenuator and capacitance balance to 
ground on the two sides. The latter is 
ordinarily provided by the proper de- 
sign of the calibrated adjustable atten- 
nator switches. A ground at the center 
point of the shunt resistance element 
of the attenuator is usually necessary 
to insure balance in actual use. Tests 
to determine the adequacy of the bal- 
ance (assuming freedom from parasitic 
coujding) maj be made by reversing 
the connections either to the input or 
to the output of the attenuator in 
question and observing whether the 
output is affected due to such reversal,, 
particularly at the higher audio fre- 
quencies. An alternative arrangement 
io the use of balanced attenuators is 
the use of an electrostatically shielded 
and balanced transformer between the 
attenuators and the equipment under 
tes-t as shown in Fig. 8. This necessi- 
tates taking into account the loss in- 
troduced by such a coil, or coils, and 
the possible change in loss with fre- 
quency-response measurements. 

One practical check of the stability 
of the measuring circuit is to make a 
known change in the output level from 
the oscillator with a corresponding 
change in the input attenuator setting. 
For example a 10-db increase in test 
signal level and a 10-db increase in the 
input attenuator should result in the 
same input level to the equipment un- 
der test and consequently no change in 
observed output level. This check 
should preferably he made at a fre- 
quency in the higher range of the fre- 
quencies to be used for testing. 

The oscillator output circuit may be 
grounded, or even though not grounded 
may have sufficient capacitance to 
ground to introduce errors (the usual 
practical case). Therefore, this (cir- 
cuit must also be considered in con- 
junction with the input ground. This 
condition can often be provided for 
by- the use of an electrostatically 
shielded transformer at the oscillator 
output as shown in Fig. 3. As the ref- 
erence input voltage is measured 
beyond this coil, its frequency -response 
characteristic does not affect frequency- 
response measurements. However, it 
should be borne in mind that such a 
coil may contribute undue harmonic 
distortion unless it is chosen to handle 
the desired oscillator output power ade- 
quately. This ia of particular impor- 
tance in making; single-frequency har- 
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monic measurements. The efficacy of 
an electrostatically shielded transform- 
er is a function of the reduction of 
effective interwinding capacitance 
brought about by the shield, which is a 
function of the transformer design. 
Effective interwinding capacitance of 
the order of 15 to 20 M^f is feasible 
with such a coil having a single electro- 
static shield and capable of operating at 
approximately ten milliwatts power 
level. This is ordinarily adequate. How- 
ever, a coil having an electrically 
separate electrostatic shield around 
each of the two windings may have an 
effective interwinding capacitance of 
less than 4 wi. 

In addition to the transmission cir- 
cuit grounds, the shields ordinarily re- 
quired on the i nterconnecting wi ri ng 
must be grounded. Such leads, partic- 
ularly those at the input of the equip- 
met under test, should be as short as 
possible. In grounding these shields 
precautions should be taken to make 
the grounding leads as short as possible 
and to avoid ground loops. Each shield 
should be connected at one end only 
and so grounded that a "radial ground" 
system results.* This is illustrated in 
Figs. 8 and 9. 
Bridging Gain 

A special condition of gain measure- 
ment occurs when it is desired to de- 
termine bridging gain which has been 
defined previously as "the ratio, ex- 
pressed in db, of the power delivered 
tc the bridging amplifier load to the 
power in the load across which the in- 
put of the amplifier is^ bridged " For 
this measurement the output of the in- 
put attenuator is terminated by a re- 
sistance equal to the reference load, and 
the input of the equipment under test 
is connected in parallel with this load. 
Equipment intended for bridging op- 
eration will ordinarily have an input 
impedance which is high relative to 
that of the circuit on which it is 
bridged. However, it will still be nec- 
essary to take into account the re- 
duction in power in the reference load 
due to the bridged input for accurate 
results. Otherwise, the measurement 
technique does not differ from that 
previously discussed. 

A specific arrangement for measur- 
ing the insertion gain and frequency 
response of a hypothetical system is 
shown in Fig. 9. For purposes of il- 
lustration, it is assumed that the meas- 
urements are to be made at a constant 
output power level of 18 db above .001 
watt, the input is grounded on one side 
and the output operates into an un- 
grounded circuit- It is further assumed 



Choice of 626 Tubular Resistor Values 

III STOCK 

Hundreds of other Stock Types, sizes and values! 




•While such a ground system will ordinarily 
be adequate, in certaim cases other arrange- 
ments may be better as determined by trial 
or by analysis of the particular case. 




Tbe sign of 2 
Ward Leonard 
Authorized 
Industrial 
Distributor 



theVariety! . . the Range! . . the Quantity! 
Ready to Meet Your Needs Quickly! 

More Ward Leonard wire-wound resistors 
have been produced and used over more years 
than any other make. And records show that 
quite often a stock trnU as the perfect answer to 
many an industrial need . . . for application, for 
performance, for economy^ for quick delivery. For 
example: there are 626 Vitrohm tubular stock 
values in fixed and adjustable types . . T and 
many others . . . promptly available! It pays to 
check into them . . . for your requirements. 
Contact your local Ward Leonard 
Authorized Industrial Distributor. \ 
Send now for handy 

Stock-Unit Catalog D-130 

Radio and Electronic Distributor Division 

WARD LEONARD ELECTRIC CO. 

53-R West Jackson Blvd., Chicago 4, U. S. A. 



WARD LEONARD 
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THESE THREE NEW DEVELOPMENTS ARE 
KEEPING ASTATIC OUT IN FRONT IN THE 

MANUFACTURE OF PICKUP CARTRIDGES 



GC CERAMIC CARTRIDGE 

FIRST MAJOR engineering stride in phonograph pickup cartridges em- 
ploying ceramic elements since Astatic pioneered in this type unit last 
year. The GC is the first cartridge 0 1 its kind with replaceable needle. 
Takes the special new Astatic "Type G" needle— with either one or 
three-mil tip radius, precious metal or sapphire— which slips from its 
rubber chuck with a quarter turn sideways. Resistance ot the ceramic 
element to high temperatures and humidity is not the only additional 
advantage ot this new development. Output has been Increased over 
that of any ceramic cartridge available. Its light weight and low 
minimum needle pressure make It Ideal for a great variety ot modern 
applications. 




Z&LCQ CRYSTAL CARTRIDGE 



AN ENTIRELY new Astatic design, featuring miniature si2e and five- 
gram weight. Model CQ-I fits standard 1/2" mounting and RCA 45 RPM 
record changers. Model CQ-H fits RMA No. 2 Specifications for top 
mounting .453" mounting centers. Needle pressure live grams. Output 
0.7 volts at 1,000 c.p.s. Employs one-mil tip radius, Q-33 needle. Cast 
aluminum housing, 



LQD DOUBLE-NEEDLE CRYSTAL CARTRIDGE 

THE LQD CARTRIDGE- -lor 45, 33-1/3 and 78 RPM Records— quickly 
became the first choice of many of the nation's largest users, on 
the basis of comparative listening tests, and is, today, the PROVED 
TOP PERFORMER for turnover type pickups. Outstanding for ex- 
cellence of frequency response, particularly at low frequencies. A 
gentle pry with penknife removes ONE "Q" needle for replactment ... 
without disturbing the other needle, without removing cartridge from 
tone arm. Gentle pressure snaps new needle into place. Stamped 
aluminum housing. Model LQD-1J, illustrated, has needle guards and 
front bracket for turnover knob, 
LQD-J not equipped with nei 
die guard or front bracket. 




Asiatic Cry ii* I D#Wc#* manufmcturtd 
undmr Brush Dwvwlopmmnt Co. p*tmntt 



NEW Econ omy-Portability-Fidelity 
with the MAGNECORDER PT6-JA 




Kndio and recording studios, schools, 
and industry acclaim the professional 
reoroHuction quality of this new. low 
priced Magnecorder. It offers a frequen- 
cy response of 50 to 15.000 cps. 2 db 
with less than 2% harmonic distortion 
at full modulation, conforming to NAB 
Hpecifi cat ions. For unmatched port abil- 
ity and fleiihility, amplifier and recor- 
der are in separate 25 lb. cases and may 
be operated individually with other Mag 
necorder equipment. PT6-J * complete 
S499.50 



Amplifier includes single low imped- 
ance mike input with train control, high 
level input, monitor speaker, zero leve 
output terminal. VU type meter, and 
10-watt monitor amplifier and associate 
jack for use with an external speaker 
Recorder unit features easily inter- 
changeable Capstans making possible 
either 7H" or 15" tape speeds. Three- 
position switch selects erase, record 
playback, or public address opei at ion. 

SEE US AT THE AUDIO FAIR 
For detailed specification* and name 
of your nearest dealer write; 




flrt H ftW INC., CHICAGO 1, ILL. 



* iAn m Mir 



360 N. MICHIGAN AVENUE 
World's Largest and Oldest Manufacturers of Professional Magnetic Recorders 



that a single 500-ohin adjustable "T" 
attenuator is available and that ther- 
mocouple meters are to be used. The 
necessary fixed pad values are shown in 
this figure. 

In connection with the meters in 
this figure, it should be noted that 
when both are indicating .001 watt no 
meter correction need be added. Fur- 
ther, both can be held to this indica- 
tion, provided the oscillator output level 
adjustment is sufficiently fine.- the steps 
on the adjustable attenuator are of 
the same order of magnitude as the 
desired gain indication, and the output 
power is to be held constant. If the in- 
put level were to be held constant for 
the f tequeiLcy-i-esponsc measurement, 
the setting of the adjustable attenua- 
tor and the reading of Mi would be 
held constant at the reference fre- 
quency, for example. 100 cps. Then, 
as no output adjustable attenuator is 
available, the variation of gain with 
frequency could be indicated on Mj, 
If the power reading on this meter at 
reference is termed P H and is ,001 watt, 
the correction in decibels is obtained 
for other frequencies by observing the 
power indicated by Mi and determin- 
ing the number of decibels correspond- 
ing to that indication referred to Ph. 
If this po\ver is greater than Pr, then 
the number of decibels difference must 
be arlded to the gain determined for 
the reference frequency, or, if less, sub- 
tracted. It is probable that greater ac- 
curacy of indication can be obtained by 
reading small variations on the thermo- 
couple meter scale than by the use of 
0.1-db steps on attenuators. 

In this same connection, if the de- 
sired input level is equivalent to — 50 
dbm (2-45 millivolts, rms. in series 
with 150 ohms), this level is achieved 
in the illustrative example with .001 
watt indicated by .Vi and 39.5 db in 
the adjustable attenuator. This* 39.5 
db plus the 10.5 db of rhe matching 
network provides the desired equiva- 
lent of — 50 db referred to .001 watt. 

For further illustration, there is 
shown in Fig. 10 an arrangement us- 
ing standard volume indicators as the 
input and output meters. This figure 
also indicates the necessary correc- 
tions because of the i^e of such meters. 
In particular it should be noted that 
the resistance of the output volume in- 
dicator in parallel with the terminating 
resistor must be taken into account for 
proper output termination. 

The illustrative examples of both 
Figs. 9 and 10 are essentially similar 
to the general basic circuit of Fig. 2- 
However, it will be noted that the ar- 
rangement of the input meter circuit 
of Fig. 9 is such that the same input 
voltage appears across the input ter- 
minals of the input adjustable attenu- 
ator as that indicated by Mu thus 
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avoiding the 6 db correction required 
in the case in Fig. 10. With the ar- 
rangement of Fig. 9 the relative values 
of the series input resistances are, of 
course, factors in the accuracy of 
measurement. 

(To be concluded) 
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Selenium Rectifier Booklet 

A booklet just made available describes 
W.-dtinghouse selenium rectifiers for power 
supplies and electronic circuits, with effi- 
ciency curves for both the standard (ivpe 
M) and the high-voltage (Type H) cells 
together with discussions of efficiency, aging, 
life, back leakage, and forward and reverse 
resistance. Life characteristics are plotted 
graphically for both types of cells under 
various overload conditions and for high am- 
bient temperatures. Also included are formu- 
las for calculating rectifier performance, cell 
ratings for a wide range of applications, and 
a tabular presentation of schematic diagrams. 

For a copy of this booklet, write Westing* 
house Electric Corporation, P. O. Box 868, 
Pittsburgh 30, Pennsylvania. 



design plug-in pick-up 
heads permit use for the first time 
of highest quality pickups as used 
by many broadcasters. 





studio quality reproduction 
in an automatic record 
changer for all types of rec- 
ords: RCA Victor 7" 45 
RPitf, Columbia 7" LL\ 
Columbia 10" and 12" LP 
3B!/s RP1VL Standard 78 
RPM 10" and 12" rec- 
ords — all played auto- 
matically. 



4 ^C^Vll \ Controls are marked for simple selection, ac- 

f fW V* \\ cording to type of records to.be played. Records 

ft - \ 1 -V \\ may also be played manually. Quirt jam-proof 
fi- '~\ fr _ \ mechanism. Webster Chicago 356-27PS supplied 

ll (F^\ \ \\ fy) \ I with special matched pair type W dickering car- 
i\ ^ J Ml_ miJ \ lrlo Vs balanced to give only 17 prams stylus 
* pressure on standard records and 6-7 prams on 
LP microproove records. Special Pickering car- 
tridges have built-in precision sapphire styli for 
standard and microproove records. 
ering maKHEO cartridges priee ichfi lri(i % „„ han ,_ •£ 41 

PICKER'^ warfl mif i infractions NET 

Webster Chicago 356-27 PD same as above with special matched pair 
type W Pickering cartridges eqnippcd with laboratory ground dia- 
mond styli for years of lincst reproduction with minimum record and 0021 

stylus wear |V ' ce •••• NET 

356-27 O.K., same as above, with pair of General Electric variable 

reluctance carlrfWges equipped with sapphire styli. Price •»« 

Above changers operate on 105-120 rolls 60 cycles AC. 
Dimension*: Base plate 14" x 14". Heijiht above main plate 5%". below main plate 
V/s". Note mounting size is same as older models 56. 156 and 256. 

THE NEW SOMERSET NOISE-SUPPRESSOR 

Tone-Corrected Preamplifier 

MffllMf A new deaijjn giving a high <legree of 

/f \f ff you can have a noise suppression with a frequency 
minimum of unwanted rec- range of 10 lo 15,000 c\cles. 

ord noise with a maximum „, , 

t The degree of noise suppression is con- 

frequency range. lrol|e<| , n ri(Mhrilted indicator. The built- 

in equalized preamplifier with equalization 
control insures finest tone quality with 
cartridges like Pickering wide ranpe map- 
L I A /f-»y netic G.E. or other variable reluctance 

V \ " j fj, type cart rid pes. 

J | if f 'if *§[ Input also [not ifies for use with crystal 

J Blfl pickups and radio timers. 

The Somerset noise snppre'ssor preampli- 
fier has a self -contained power supply 
and is easily connected to any AC oper- 
ated amplifier svstem or radio. Tubes: 

#2 — 6SL7GT, 1— 6SK7CT, 1 6SJ7GT, 
B k 1 — 5Y3GT. Chassis size 7 x 9 x 5'/^" 
Priee complete with "Tffct'tO 
'UTi^W tubes ami instructions. 'Jtr NET 

^^Pr Same as above, but with g»m*r»0 

controls on 4 ft. extensions. Net 

rnFFI WRITE FOR YOUR COPY OF OUR NEW 1949 
■ If II II ■ CATALOG OF HIGH QUALITY SOUND EQUIPMENT 
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AGAIN! PEERLESS 
DEMONSTRATES SUPERIORITY 
OF ITS TRANSFORMERS 
BY SQUARE WAVE TEST 
AT WCEMA SHOW AND 
WEST COAST I.R.E. CONVENTION 
IN SAN FRANCISCO 

Photos show square wave response with 
11,000 cycle fundamental frequency 

Square waves provide the moat riprorous test of an audio system 
and Kive indisputable evidence on transformer performance. These 
square wave tests were made under conditions simulating actual 
transformer operation, that is, square waves were fed from a bal- 
anced generator through resistors equivalent to the plate load of 
the tubes, A non-inductive resistance load was used on the sec- 
ondary. All transformers were demonstrated under identical con- 
ditions. No compensation of any kind was used. A switching 
mechanism was arranged to give an A-B comparison between any 
of the transformers. All competitive transformers (as well as the 
Peerless transformer used) were selected from jobber stock items 
of leading transformer manufacturers. Only the highest priced 
"high quality" transformer of each manufacturer was choBen. 
Equally decisive comparative results were obtained at all other 
frequencies from 20.000 down to 20 cycles. Let Peerless figure on 
all of YOUR transformer requirements. 

PEERLESS ELECTRICAL 
PRODUCTS DIVISION 

1161 N. Vine St., Hollywood 38, Cal. 
161 Sixth Avenue, New York 13, N. Y. 

Frazar & Hansen Ltd., 301 Clay St., San Francisco 11, Cal. 
Exclusive Export Agent 




World-Wide Popularity 

Since the inception of AUDIO ENGINEERING in May 1947, engineers 
and audio hobbyists have subscribed in ever-increasing numbers, not only 
in the 48 states and in all of the major foreign countries but in such 
places as Tasmania, Transvaal and Trinidad. 

Each month AUDIO ENGINEERING covers the latest developments and 
practices in recording, reproduction and instrumentation for the entire 
audio field. 

Subscribe Now— Don't Miss an Issue! Back numbers are hard to get! 
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342 Madison Avenue, New York 17, N. Y. 

Sir*: Here is my □ check (or □ money order) for $....... Enter my subscription order 
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(pie 



print).. 



Name 

Address City 

Occupation (give title and department) 
Firm Name 



Zone. 



State.. 



LOUDNESS CONTROL 

[from page 17] 

in a vertical direction as the shaft is 
rotated. There are undoubtedly other 
controls which could be used, but this 
type seems nearly ideal. 

Construction 

The installation of the extra tap9 
was accomplished in the following man- 
ner: The cover was removed from the 
control and an ohmmeter connected be- 
tween the center and one side of the 
pot. The control was then rotated to 
give readings of 50K, 100K, 150K. and 
200K. At each of these settings a 
scratch mark was placed adjacent to 
the rotor contact, beginning at the edge 
of the resistance element and extend- 
ing to the outer edge of the bakelite. 
Holes are drilled and tapped for 2-56 
screws into the edge of the bakelite 
opposite each of these marks. The 
drilling and tapping must be done 
carefully because of the brittle nature 
of the material, which tends to crumble. 

Next, four lugs are installed, the 
sketch in Fig. 2 showing how this was 
done. Other variations will occur to 
the individual, but this method proved 
to be satisfactory. 

The major problem, that of making 
a good electrical contact to the resist- 
ance element at the proper intervals, 
was considered from many angles, in- 
cluding pressure contact, etc., but was 
solved in simple fashion by making use 
of conductive paint. In the writer's 
case this was mi air-drying silver paint, 
but there are no doubt many other 
possible materials, notably aqua-dag. 
In any case, the material is applied 
with a fine pen to the edge of the 
resistance element at each of the pre- 



TAPPE0 FOR^ 2-56 M.S. OPPOSITE 50 K POINTS 




i — CONDUCTING 
/ PAINT 
i~ WASHER 

-SHAXEPROOF LUG 
- LOCK WASHER 



TYPICAL sAW 



TERMINATING 

NETWORK 
1 



Fig. 2. Physical modifications to stand- 
ard type of volume control to convert 
to loudness-control operation. 
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OUTPUT TO GRID 



1 250 K LINEAR POT (SEE TEXT) 



6 _ ,00s[^ !<£_ 




Fig. 3. Electrical circuit of continuous 
loudness control. 



viously located 50Iv-ohm points, care 
being taken not to encroach upon the 
area of contact of the rotor. The ptiint 
is carried out over the edge of the 
bakelite anil to the tap, being applied 
liberal 1> once away from the resist- 
ance element. 

Once the paint has dried the shunt 
arms may be added, either directly ii|>oii 
the control, as was done in this case, 
or externally upon a terminal board. 

The schematic of the complete control 
is shown in Fig. 3. Two other points 
should be considered: first, the fact 
that in removing the original dust cover 
in the type of pot we have also re- 
moved the stop, making 360 deg. ro- 
tation possible, which is highly unde- 
sirable because rotating the shaft too 
far in the direction of minimum gain 
will bring the control to the point of 
maximum gain in a very abrupt man- 
ner; and second, the fact that it would 
be wise to enclose the unit in a shield to 
prevent the collection of dust on the 
exposed resistance element, as well as 
to reduce the possibility of bum pick- 
up. 

The first problem Can be solved in 
a variety of ways; the use of pins or a 
block plaeed on the panel in such a 
way as to prohibit the travel of a 
pointer-t> pe knob beyond the proper 
limits seems perhaps the simplest meth- 
od and the one which was used in the 
present case. 

As for shielding, a 2 l A in. diameter 
shield can was cut down to the length 
of 2J4 in. and a H in. hole was drilled 
in the center of the closed end. The 
control was then jnounted inside -the 
can with the shaft protruding through 
the hole, the input, output and ground 
leads having first been attached, A 
cover for the open end of the shield 
can was made from a flat piece of alu- 
minum and attached to the shield by 
means of screw lugs riveted to the can. 
Holes are provided in the cover for 
bringing out the leads. 

Response 

It will be noted that although these 
controls have a nominal effective rota- 
tion of approximately 310 deg., curves 
are shown only from 30 deg. to 270 
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CARTRIDGE 



WITH EASILY REMOVABLE STYLUS 



A STYLUS FOR 
EVERY PURPOSE 

Here's the wide range variable 
reluctance pickup you have been 
waiting for. It features a removable 
and replaceable stylus to permit use 
of the cartridge with all types of 
recordinns, LP microgroove rec- 
ords and commercial pressings. 
Change the size of the sapphire ball 
point as desired without altering 
the fine quality performance of this 
pickup. Th*> eartridtro has standard holes for mountinc on tone aim. A high fidelity 
pickup offering flat response (meets FM specifications), low distortion and feather- 
weight needle force. Response is wlocitv responsive to above 12000 CPs. NeeHlps avail- 
able with .0010" hall ooint radius for mirroirroove records, or .0015", .0022", 
.0025". .0030" for conventional recordings and pressinirs. See it at your jobber or 
write for Bulletin -UlB. 





CLARKSTAN EQUALIZER 

Designed to work with the Clark- 
stan RV Pickup and other high 
impedance variable reluctance cart- 
ridges, this low cost equalizer in- 
cludes the four most usrful curves 
for broadcasters and owners of fine 
high-quality equipment. It offers 
Playback equalization for all modern 
records including LP microgroove. 
Has a four position selector switch 
for standard curves. Mounts on 
panel with a %" diameter center 
hole, for a neat installation. See 
your jobber or write for Bulletin 
#16BB. 




CLARKSTAN PICK UP 

TO-LINE TRANSFORMER 

A high quality transformer to be 
u*ed whererer the signal is to be 
introduced to 30/50, 200/250, 500/- 
600 ohm lines. May also be used as 
h line-to-grid transformer. Complete 
information available at your jobber 
or write for Bulletin *162B. 




ARM WITH SLIDE-IN 

CARTRIDGE HOLDER 

Ballbearing Record Arms with 
the new SI ide-I n Cartridge holder, 
which requires no soldering. Quick 
acting weight adj ustment for all 
types cartridge and records, stand- 
ard and LP. made in two sizes for 
records up to 12" and 17". See your 
jobber or write for Bulletin *172B. 




FINEST QUALITY STYLII 

Clarkstan finer quality stylii are 
the result of expert craftsmanship 
and repeated checking for clone 
tolerances after each cutting and 
polishing operation. Only highett 
quality sapphire rod is used. En- 
tire cone is polished and tip is super- 
polished. Only Clarkstan offers a 
wide selection of tip radii n ecu raw 
to ,0001", Our diamond points are 
made from only the finest entire 
small diamonds available. See your 
jobber or write for Bulletin *170B. 
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Send today for . . . 

the only book that covers 
the entire field of recording 

- ELEMENTS OF - 
SOUND RECORDING 



By John fi. Frayne, Supervisor of Develop- 
ment EnitmeerinK : and Halley Wolfe, Devel- 
opment Engineer, both of Electrical Research 
Products Division, Western Electric Company. 

Here is a comprehensive, practical refer- 
ence volume on basic sourul problems for 
the designer, operaiing engineer or lech- 
tiician. 



The authors discuss in detail tlio»e subjects 
that belong to the restricted field of sound 
recordinK and reproduction, and which are 
not discussed in Iwoks devoted to the allied 
fields of electronics, radio engineering, etc. 
However, since those interested in studying 
sound recording have widely different kinds 
of training and experience, some closely re- 
lated subjects such as electromechanical an- 
h logics, acoustics, vacuum tubes, and audio 
amplifiers are discussed. 

The book includes , . . 

A large number of numrricul examples to 
make the design procedure perfectly clear to 
the reader. 

More than 180 diagrams and photograph 
illustrating every step of the text material. 

Contents : Nature of Sound, Sound Waves 
and their Perception. Electrical, Acoustical, 
and Mechanical Circuits. Microphones and 
Their Uses. Vacuum Tubes. Audio Amplifiers. 
Network Theory. Attenuators. Filters. Equal- 
izers. Compression and Limiting. Recording 
Systems. Electrical Measurements. Principles 
of D : sk Recording. Disk Records and THeir 
Processing. Fundamental Principles of Var- 
inble-Density Recording. The Ught Valve. 
Variable-Intensity Modulators. Principles of 
Variable-Area Recording. Variable-Area Mod- 
ulators. Noise-Reduction Methods, lntermod- 
nlation Test Methods. Flutter and Its Meas- 
urement. Film and Disk Drive Mechanisms. 
Motor Drive Systems. Film Laboratory Pro- 
cesses. Recording. 35-mm Motion-Picture Re- 
recording Systems. l6-mm Sound Film Sys- 
tems. Magnetic Recording. loudspeaker Sys- 
tems. Acoustics of Stages and Theatres. 
Stereophonic Recording. 

May 1»I9 



686 paxes 
48.1 illus. 
$8.50 

10-DAY 
EXAMINATION 




(leg., an effective rotation of only 240 
deg. This is accounted for by the fact 
that linear potentiometers, though spe- 
cified as such, actually have a slow 
rate of change of resistance at both 
ends of their range. The unit for which 
curves are shown was ineffectual over 
a range of about 30 deg. at each end. 

The maximum control range of only 
30 db, as indicated by the response 
curve of Fig, I, may be deemed in- 
sufficient by some, but has been found 
to be adequate. This type of control 
has radically changed the writer's lis- 
tening habits so that it is no longer 
considered necessary to shake the house. 
With the control set at the position 
of minimum output, the amplifier gain 
was adjusted to give a level in the 
room which might be described as 
"conversational background". The out- 
put at t he maximum setting of the 
control is then more than adequate for 
normal listening. 

The entire construction of the unit 
described required little more than an 
hour of working time. The improvement 
from the standpoint of operation has 
had the effedtyof greatly enhancing the 
value of the loudness control in the 
ear of this .listener, whose hat is now 
permanently off to Mr. Bomberger. 



DUO-CONE LOUDSPEAKER 



[from page 22\ 

range- Since the large cone is effec- 
tively a continuation of the small cone, 
the cross-over between the low- and 
high-frequency cones in the duo-cone 
speaker need not he confined to a nar- 
row frequency band, because the two 
cones vibrate as a single cone in this 
region. Thus it is possible to use a very 
simple cross-over network. The electri- 
cal impedance-vs-frequency character- 
istics of the low- and high-t'requen- 
cy voice eoils^are shown in Fig. 5. 
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ON APPROVAL COUPON 

I JOHN WILEY & SONS, INC. 
. 440 Fourth Ave., New York 16, N. Y. 

Please send me, on 10 days' approval, t 
I copy of Frayne and Wolfe's ELEMENTS OF 

SOUND Recording. If I decide to keep 
I the book, I will remit $8.50 Plus postage : 

ot herw ise I will return the book postpaid. 
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be seVn that the electrical im- 
of tiii low-frequency unit in- 



It can be 
pedauce 

creases rapi*<Hy above 1000 cps. As 
a consequence, it is hot necessary to use 
an inductance ilK^eries with the low- 
frequency coil to reduce the current in 
this coil in the high-frequency region. 
The only external element required for 
I be cross-over network is a capacitor 
in series with the high-frequency unit 
which limits the current through the 
high-frequency unit at the low frequen- 
cies- The voice-coil circuits and cross- 
over networks are shown in Fig. 6. 
The electrical impedance-vs-frequency 
characteristic with the crossover net- 
work and normal operation of the mech- 
anism is shown in Fig. 7. The cross- 
over frequency in this, system extends 
wel I over an octave. However, as 
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nointed out. this spread is not objec- 1 
tionable, bemuse in the overlap region | 
the two cones vibrate as a single unit. 

Cabinets 

J*or most applications the direct- 
radiator speaker is housed in some type 
of cabinet. One design of cabinet which 
has been found to be suitable for the 
duo-cone speaker is shown in Fig. 8, 
The speaker mechanism is designed to 
be flush-mounted on the front face of 
the caliinet. The cabinet is completely ] 
lined with one-inch Ozite, This lining 
nbsorbs standing-wave systems and re- 
duces the amplitude of the fundamen- 
tal resonance. The cabinet is equipped 
with a port which may be used to 
accentuate the low-frequencj response 
if tliis type of response-vs-frequency 
characteristic is desired. The cabinet 
dimensions for the duo-cone mechan- 
ism are not critical. Satisfactory 
operation can be obtained with any well- 
designed cabinet having a cul ical con- 
tent of approximately 5 to 7 cubic feet 
The mechanism may also he used in a 
fkt baffle. 

The measured response- vs -fre- 
quency characteristics of the duo-cone 
speaker mechanism mounted in the 
en hi net of Fig. 8 are shown in Figs. 9 
and 10. These characterises show the 
effect of the port opening in the cabinet 
upon the low-frequency response. The 
response with the ]xnt closed is rela- 
tively uniform from 50 to 11,000 cps. 
These characteristics also show that the 
response is uniform in the overlap fre- 
quency range of the low- and high-fre- 
quency units. 

The response-vs-frequency char- 
acteristic of the duo-cone speaker 
mechanism mounted in a flat baffle is 
shown in Fig, 11. 
.Directional Characteristics 

The directional patterns of a high- 
quality speaker should be substantially 
independent of frequency over a broad 
angle. The directional characteristics 
of a cone speaker are a function of the 
frequency. At the low frequencies, 
where the dimensions are small com- 
pared to the wavelength, the system is 
nondirectional. When the dimensions 
of the cone become comparable to the 
wavelength, the system becomes direc- 
tional. At higher frequencies, the di- 
rectional pattern becomes progressively 
sharper with increase in frequency. A 
uniform pattern may be obtained by 
decreasing the size of the radiator with 
f req u e ncy . This dec rease i s a ppro x i - 
mated by the use of two cones — a large 
cone for the low -frequency range and 
a small cone for the high-frequency 
tange. The directional pattern of a 
cone is also a function of the cone angle 
because of the finite velocity of sound 
transmission in the 'cone. When the 
angle of the cone is increased, the direc- 
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pickerinc cartridges and 
audio equipment are avail- 
ABLE THROUGH LEADING 
JOBBERS AND DISTRIBUTORS 
EVERYWHERE. 



PICKERING 

1 C0M 'ANY, INCORPORATED 

OCEANSIDE, NEW YORK 



3 SPEED TURNTABLE 

Using Instantaneous Speed Selector 

MODEL LP-743 

•49- 

HOW IT WORKS! 

3 SIMPLE OPERATIONS! 
J. 78 r. p. m. 

slide shift-lever to left 

2. 45 r. p. m. 

slide shift-lever to right 

3. 33'/3 r. p. m. 

press selector button down,, 
slide shift-lever to right 




Selector Button 



Noise Level: — 30 db minimum 
Motor: 4 pole, induction 
Turntable: Cast aluminum 
Speeds: Adjustable stops to set all 

3 speeds 
Dimensions: L. 15"; W, 12" 
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See Our Line at the Audio Fair, 
Room 52, Hotel New Yorker. 
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Racon 

Tweeter 

Highest Music Quality 
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cKoa 2- WjcadvoRa 
S&nAiiivih}! 

Plus Automatic Frequency 
Control and much, much, more 

Here's FM at its best iind at minhty low 
cost, too, H iprhly compact, newly designed, 
the Sun FM Tuner is built to our own spe- 
cifications and has a combination of features 
never before available at any price : Full 
Armstrong circuit, 2-microvolt guaranteed 
sensitivity. AFC, no drift after two-minute 
warmup period, IF bandwidth 200 KC at 6 
db down, patented permeability tuning head 
for high Q selective RF circuits. 13*&" 
long x 1%" wide x h%" height overall. 10 
high-gain miniature tubes: 6AK5 RF, 6BE6 
converter, 3-6AK5 LPs, 2-9001 cascade limit- 
ers, 6AL5 Foster- Seeley discriminator, 6X4 
rectifier, 6J6 AFC. Complete, ready to use, 
not a kit. All for only $57.50, FOB. 

Order today by mail direct from Sun. Send 
check or money order for full amount or 
25% with COD.'s 

Complete specifications for this tuner (model 
AFC- 10) are available on request. But 
please don't ask for the circuit— -we guard 
it rather jealously. Can you blame us? 

Write for Descriptions 

We Also have complete descriptive literature 
on our famous alj-triode, high-fidelity, 10 
watt amplifier kit (engineered by us from 
design published by Consumers' Research of 
Washington, New Jersey), and on our com- 
plete "219" top quality home music system. 
Thtg literature is yours for the asking. 
We're preparing a handy, new high-fidelity 
booklet-catalog, too. So better get on our 
mailing list now. 



Visit Us 
at the 



4 'Audio Fair" 



tional patterns become broader at the 
higher frequencies. Relatively wide- 
angle cones were used in the dno-cone 
speaker in order to obtain broad direc- 
tional patterns in the higli-frequeiicy 
range. 

The directional characteristics of the 
duo-cone speaker for the frequencies 
500, 1000, 2000, 5000, 7000, and 10.000 
cps are shown in Fig. 12. A con- 
sideration of these characteristics 
sho \vs th a t a broad d i rec t i v i t y pat- 
tern is maintained over the entire re- 
sponse range. 
Nonlinear Distortion 

The nonl i nea v distortion- vs-fre- 
quency characteristic depicts the spuri- 
ous harmonics which are generated by 
a loudspeaker. There are many ]>ossible 
sources of distortion in a direct radiator 
dynamic speaker. A few of the most 
common sources of distortion are: the 
suspension system, hick of rigidity in 
the cone, in homogeneity of the nir-gap 
flux, and inadequate flux density in the 
air gup. '1 he expedients for reducing or 
eliminating these distortions have been 
considered at length in the literature 
and will not be repeated here- Every 
effort was made to develop a system in 
which these distortions would be as low 
as possible without adding unduly to 
the complexity of construction, the sen- 
sitivity, or the cost. The total distor- 
tion-vs-frequeney characteristics of 
the duo-cone speaker for inputs of 1, 2, 
vnd 5 watts are shown in Fig. 13. The 
average input to this speaker for a level 
of 75 db in the average living room is 
about 01 watt. The distortion under 
these conditions is negligible. Even at 
an input of 5 watts the distortion is 
quite low. 

ERRATUM 

Through an error arising somewhere 
between manuscript and final printing, 
the name of the Principal of Arch- 
bishop Stepinac High School was 
shown incorrectly in the caption of Fig. 
5, page 13, of the September issue. 
Father Joseph C. Krug has been Prin- 
cipal of the school since its owning. 



See us at the "Audio Fair" at the Hotel 
New Yorker, room 640, on October 27, 28, 
and 29. You'll be thrilled by our exhibits of 
new ideas, new products, new perfection in 
high-fide! ity reproducing equipment. See and 
hear our interesting collection of Edison 
and other cylinder-type antique phonograplis. 
We'll be looking for you, so be sure to drop 
in. Remember, it's room 640, the Hotel New 
Yorker, October 27, 28, and 29. 



»-»q ELECTRONICS COMPANY iNC 

1 22-1 24 DUANE STREET 

* York 7, N. V. BArclaw 7-1840 

2 BLOCKS NORTH Or CHAMBERS Sf 



STORE HOURS: 
Saturdays 9 to 4 



Open Daily 9 to 6. 



48 




Clean 
Output to 
15,000 Cycles! 
Wide Distribution Pattern! 

Add the Racon tweeter to your radio or 
phono amplifier to s-t-f-e-t-c-h the range 
of your 12-15" cone speaker to the upper 
limits of today's wide range music. For 
the first time, enjoy the rich brilliance 
and lif e - like realism of concert hall 
music ! 

Smooth, clean response to 12,000 cycles, 
with usable output to 15,000 cycles. High 
frequency horn logarithmically expanded 
as two horns for wide, uniform distribu- 
tion pattern. Satisfactory match assured 
with amplifier output impedances from 
4-15 ohms. When used with crossover 
network, will handle amplifiers rated to 
25-30 watts. 

Cast aluminum throughout. Easy flush 
mounting. Cutout template provided 
with free wiring diagram and instruc- 
tions to build your own 1,000-cycle cross- 
over network. 

Listen to the Racon tweeter at your 
nearest distributor, or write for free 
Catalog A 

Rocon LC Crossover Network, Model CON-20 List frke $22.50 
All Raton products art gucronteed for tS months. 
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52 East 19th Street, New York 3, N. Y 
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RECORD REVUE 

[from page X2\ 

symphony is that recorded before the war 
by the great Sir Thomas. Beecham has a I 
special way with Mozart, and his big rep 
among Mozart fans lias plenty of basis, 
notably the wonderful accuracy of phrasing 
and of detail on which he always insists. 
But there are those who wonder sometimes 
just how far Sir T. can carry certain Mozar- 
tean eccentricities and maintain iiis hold on 
the cognoscenti. The Beecham "Maffner" 
(it is Columbia MM 399) is characteristic — a | 
beautifully precise and finished performance. ; 
Yet a single hearing of this new Reiner 
edition is enough to show how different the 
same music can sound, and it would seem 
to me, legitimately so. There is no one in- 
terpretation of a work like this. There are 
aspects of it, things in it that may be over- 
looked, or put in their place, brought out, 
even exaggerated. \n interpretation is the 
sum total of hundreds of such considera- 
tions. Speaking generally (for this can be 
no essay on Mozart), the Beecham version 
makes the symphony a beauty but a rather 
amiable affair, without much in the way of 
tension. It pauses, almost, to polish off every 
entrancing detail: there is humor and ease 
in it. The Reiner version, strikingly different, 
is tense, serious, taut. The music has drive, 
as that of the G mfrior symphony, number 40. 
It is almost harsh. And hearing it thus, one 
realizes that these tensities are in the music, 
to be brought out or to be smoothed down, 
according to conduct onal taste. So are the 
glittering and precise beauties that Beecham 
brings out. And who can say what Mozart*s 
own conception of the balance of these forces 
might have been? 

Beethoven, "Triple" Concerto in C, Opus 56. 
John Corigliano, violin; Leonard Rose, 
cello; Walter Hendl, piano; New York 
Philharmonic, Bruno Walter. 

Columbia MM 842 (4) 
LP: ML 205? [I 10") 
• Here is an epochal record, because it 
Is one more in the dual series of definitive 
recordings this conductor has been making 
for Columbia, the Beethoven and the Mahler | 
series; also because here is a recording of 
a big, important Beethoven piece that would 
be well known to all of us were it not for 
its unorthodox form a concerto with not one 
but three «oloists. In these days our con- 
cert planners prefer to let well enough alone 
and slick to the single-solo concertos. Three 
is definitely a crowd! Thus the "Triple" is 
virtually never heard and more the pity. 
It takes a man like Walter to put it through 
and, better, to make his three soloists perform 
as a team so perfectly that one hears no I 
concatenation of rival virtuosi striving 
against the common rival, the orchestra, 
but instead a unified and smooth-flowing 
exposition of pure Beethoven. That's some- j 
thing. 

Recording balance is unusually clever — 
this was a knotty problem, to set up three 
differing soloists so as to register all of them 
clearly, yet keep them in balance with a 
full orchestra. The trick was one of live- | 
ness. The soloists are close-to, much closer 
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"77ie ultimate in microphone quality/' says Evan 
Rushing, sound engineer of the Hotel New Yorker 

• Shout right into the new Amperite 
Microphone— or sfand 2 feet away— 
reproduction is a/ways perfect. 

• The only type microphone that is nof 
affected by any climatic conditions. 

• Guaranteed to withstand more "knock- 
ing around" than any other type mike. 
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SOMERSET 

DYNAMIC NOISE SUPPRESSOR 
Pre-amplifier 

This unit having its own power supply includes: 

1, A pre-amplifier essential for high quality pickups. 

2. A Dynamic Noise Suppressor in which the signal , 
volume in the middle frequency range automati- 
cally and continuously regulates the high frequen- 
cy response to give the highest attainable signal 
to surface noise ratio without impairing highest 
quality reproduction. 



A NEW Somerset 12 watt High Fidelity Amplifier is now in pro- 
duction and will be on exhibit at the Audio Fair, Hotel New Yorker, 
October 27, 28 and 29th. 

Beam power tetrodes are used in a unique multiple feedback circuit which 
greatly reduces output impedance. This produces extraordinarily effective loud 
speaker dampinq resulting in exceptional bass tone response without distortion 
or intermodulation. 

The SOMERSET Dynamic Noise Suppressor Pre-amplifier — the Last Link in 
High Fidelity Reproduction — which so effectively controls high frequency surface 
noise is incorporated into the unit. 

This combination gives the finest in /Ugh Fidelity Hp prod action. 
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FULL POWER 
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MODEL 2 
AMPLIFIER 

7 x 1 1 x 8 hi wt. i7'/ 2 LBS. 

SPECIFICATIONS: - ^ 

POWER: Rated 20 watts actual RESPONSE: Flat within one db *L f\ |J 

power measured 19.6 watts @ 15 cycles to 100 Itc. 
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SCIENCE STOPS DUST 

♦Polonium Eliminates Surface 

Attraction for Dust and Lint 

Tour discs will be completely free of dust and 
lint with the STATICMASTER. Mounted on the 
ferrule of this brush, a shielded strip of 
* Polonium neutralizes static electricity when 
passed over the surfaces af the disc. Freed 
of static charge, the tiniest particles are easily 
brushed away. 

Reduces Surface Noise Pick-Up 

As the sensitivity of yaur equipment is increased, fractional sounds affect the reproduction. 
Dust in disc grooves has an audible abrasive action from needle pressure. Only the complete 
elimination of this dust will give minimum surface noise pick up ... STATICMASTER does 
this job. 

Longer Disc Life 

The same abrasive action af needle an dust also reduces the effective life af your disc. 
Minute particles grate an the sensitive cut. ..only complete removal of every particle will 
prevent your disc from greying rapidly. Use a STATICMASTER I 
For informative brochure write 
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than tne orcneslra, but not louder, an in- 
genious mike trick that is used more and 
more these days as engineers realize that 
mere volume counts for almost nothing, per- 
spective and apparent distance everything. 
For those interested in problems of separa- 
tion of this sort (and they crop up in popular 
music all the time), this recording is a good 
one for study. The LP edition that I heard 
is not. I'm sorry to say, as perfect as the 
last Walter Beethoven. I he First S\mphony, 
which is about, the finest LP Pve ever 
heard, musically as well as technically. Here 
we have the same slight buzzings in the 
loudest passages that seem to be plaguing 
me lately in so many LPs. You can quickly 
eliminate the distortion with a cut-off at 
8000- -but this is torture to a hardened hi-fi 



Don Cossack Concert. 

Don Cossack Chorus, Serge Jaroff. 

Columbia MM 844 (4) 

• The Don Cossacks go on and on, and 
presumably get older and older. Though I 
haven't all of the past recordings with me to 
prove it, I have a feeling they also get 
throatier and throatier, with a bigger tremolo 
content each album. Nevertheless, this is 
still very fine singing- -in fact there is no 
competition at all to it in the Kussian music 
sphere. Main trouble nowadays (and for 
some time hack) with the Dons is that a 
good percentage of their ingenious choral 
arrangements is so much hogwash. Were it 
not for those fabulous Cossack ian tones, the 
swells and the dyings-away. the high falsettos 
and the sub-basement basses, the sense of 
utterly controlled hysteria— were it mot for 
the legitimate spell of the chorus itself and 
its extraordinary technique, the stuff would 
show up for what it is, cheap salon music. 
By far the best of the album is in the true 
religious music, here by Tchaikowsky him- 
self, written in the great 19th century Rus- 
sian tradition. 

Superb recording, bet ter t han ever. (Or 
maybe I have better equipment now than 1 
did for the last, album!) 

Meyerbeer, Coronation March; Chabrier, 
Joyous March. 

Minneapolis Symphony, Mitropoulos 

Columbia 3.201 (I 7") 
1 90 1 3-D (I 10") 

• For the summer s dizziest, try ibis one, in 
the 7-inch size or its ten-inch 78 counter- 
part. The two marches are quite respectable, 
or have been until now — in this superduper 
high fidelity recording under the great Greek 
conductor's hypnotic touch they are turned 
into hysterical rai races. Nobody on earth 
could march at such a tempo, nor with 
such explosive assistance! Gives just a wee 
bit that familiar effect you've beard when a 
33-rpm record is played 78 — but this time 
it's bona fide. Rather fun to listen to, though, 
and as a tour de force of orchestral playing 
it can't be matched. Nor is any other con- 
ductor likely to try. 



Mr. Canhy's column is shortened this 
month due to illness which has pre- 
vented him from preparing his usual 
entertaining discussion of some aspect 
of music or musical reproduction. His 
comments will be resumed with the 
November issue. Ed. 
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NEW PRODUCTS 



[from page 34] 



to prevent dirt, water, or gas from entering 
paneJs around switches and control shafts. 
There are also numerous applicat ions for 
the Sealnut in portable and emergency equip- 
ment which is subjected to exposure. 

Sealnut s are a product of Radio Fre- 
quency Laboratories, Inc., Boonton, N. J. ; 
from which may be obtained complete in- 
formation as to size and styles. 




• Reeling and handling of portable cables 
is a difficult operation unless the user is 
provided with an efficient reel mechanism 
designed just for the particular application. 
Any type of reel will hold a cable, but it is 
inconvenient if it is necessary to unwind 
the entire reel just to get at the plugs at the 
start end. With the inside end of the cord 
terminated by a plug to which access may 
he had from the outside of the reel, it is 1 
only necessary to unroll the required amount 
of cable and connect a jumper to the plug 
on the side of the reel. In addition to saving 
time, this method is also saving of wear on j 
the cable itself, since only that part which 
is in use is exposed. Thus cables should last 
almost indefinitely. 

Such a reel has recently been introduced 
by Industrial Electrical Works, Omaha 2, 
Nehr., and prices and further information 
may he obtained from them. 




• Sweep frequency generators are rare 
in the audio field, but unquestionably they j 
are useful items where a number of meas- 
urements must be made on equipment, par- 
ticularly in the development stage. Routine 
maintenance of equipment is also simplified 
by the use of instruments of this type. 



AUDIO ENGINEERING SUPPLIES • KEYS 



PANELS • PLUGS • POWER SUPPLIES 



GAIN SET 



EQUALIZERS 




WRITE [OR \ 
FREE 
1950 CATALOG 



TRANSFORMERS 



KNOBS • DIALS 



VU METERS 



DB METERS 



TRANSMISSION LINE • TERMINAL BLOCKS 
AMPLIFIERS • PATCH CORDS • FILTERS 



CINEMA ENGINEERING COMPANY 

1510 WEST VEROUGO AVENUE, BURBANK, CALIFORNIA 



Export *9»r»r«: Froiar & Hqr»i*r», ltd. • 301 Cloy Street • San Frantiito, Colli., U. $ A. 



'■IN THE PROFESSION, AN HONORED NAME 





.ALTEC 



Right— The Altec Lansing 
AS2SC Amplifier 



Left — The Altec Lansing 
ALC-101 FM-AM Tuner 



ENGINEERED FOR THE HIGHEST POSSIBLE 
PERFORMANCE REGARDLESS OF COST 



This superb two-unit 
Altec Lansing combina- 
tion was designed in ac- 
cordance with a single di- 
rective: "They are to be 
the finest. No component, 
no circuit, is to be chosen 
with price in mind. They 
must be able to realize 
the full resources of the 
finest AM and FM pro- 
grams; they must be 
capable of receiving and 
delivering these resources 
undisturbed to the finest 
loudspeaker in the world, 



the Altec Lansing 604B 
Duplex." The AM section 
is an improved tuned radio 
frequency circuit recog- 
nized as the best for high 
quality reception. The 
distortion-free circuits of 
the FM section re-create 
all of the life-like repro- 
duction possible with 
FM, The A-323C Ampli- 
fier transmits to the loud- 
speaker the signal deliv- 
ered by the tu ner, 
changed only in power 
level. This two-unit-com- 



bination is available with 
special accessories to per- 
mit rack mounting for 
professional monitoring. 
Phonograph and televi- 
sion inputs and required 
switching are provided. 



Tec h nical folder describing 
ALC-101 Tuner and A S2SC 
Amplifier sent on request. Write 
AltCC Lansing Corporation, 1161 
North Vine Street, Hollywood 
SS, Calif,, 161 Sitth Avenue, 
New York IS, N. Y. 
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At last - 

A complete coverage 
of the entire field 



i— ACOUSTIC 



MEASUREMENTS 

By LEO L. BERANEK 

Technical Director of the Acoustics 
Laboratory, The Massachusetts Institute 
of Technology 

Here, brought together for the first time in 
one book, m much of the material which was 
previously scattered throughout engineering 
literature. Tn addition, considerable pre- 
viously unpublished, data is also included. 

From History to Theory and Practice 

Beginning with a brief history of the field, 
the author points out old and new techniques 
that need revision. He considers the basic 
facts underlying practically all types of acous- 
tic measurement tech niq ues. The funda- 
mental types of acoustic measuring appara- 
tus are described in detail. Relative ad- 
vantages and disadvantages of alternate 
methods for accomplishing electro-acoustic 
measurements are discussed. The theory of 
many electro-acoustic phenomena is also 
presented. 



Contents include: Disturbances of Plane 
Sound Waves by Obstacles and by Finite 
Baffles. Primary Techniques for the Meas- 
urement of Sound Pressure and Particle Vel. 
ocity and for the Absolute Calibration o f 
Microphones. Measurement of Frequency. 
Measurement of Acoustic Impedance. The 
Audiometer. Character ist ics of Random 
Noise. Analysis of Sound Waves Basic Tests 
for Communication Systems. Tests for Lab- 
oratory and Studio Microphones. Tests of 
loudspeakers. Testing of Communication 
System Components. Measurement of the 
Acoustic Properties of Rooms, Studios, and 
Auditoriums. 



October 1949 



914 pages 




$7.00 

EXAMINE 
BOOK 
FOR 
10 DAYS 



ON APPROVAL COUPON 

JOHN WILEY & SONS, INC. ' 
440 Fourth Ave., New York 16, N. Y. 
Please send me. on 10 days' approval, a I 
copy of Beranek's ACOUSTIC MEASURE- 1 
MENTS. If I decide to keep the book, I i 
will remit S7.00 plus postage; otherwise I I 
will return the book postpaid. ' 



Name.. 
Addree. 
City 



..Zone State... 



The Automat ic Audio Sweep Generator 
recently announced by Clougli Brengle Co., 
6014 Broadway. Chicago 40. 111., covers a 
continuous range from 25 to 32,000 cps, ajid 
the sweep may be adjusted to any spread 
from 500 to 10.000 cps within that range 
or the instrument may be operated manually. 
Distortion is held to less than 0.5 per cent, 
and the sweep calibration is linear. The 
repetition rate may be adjusted over the 
ranjie from 2 to 10 sweeps per second. Com- 
plete construction and operational data is 
given in Mullet in 14A ; available from the 
manufacturer. 





Km ployed by 

Offer not valid outside U.S.) AE-10-' 



* Loudspeakers alwa)» an interesting 
subject among audio engineers — are ap- 
pearing in a variely of new types, one of the 
more recent being t he Integral Space Trans- 
ducer. This unit incorporates some unique 
features which provide excellent distribu- 
tion of sound throughout the room as a re- 
sult of the internal construction of the cor- 
ner unit, which combines horn loading with 
a multiplicity of features which make for 
an attractive speaker for home use. Further 
information on the unit may be obtained 
from Audio Research Laboratories, 5531 
John Avenue, Superior, Wis. 



• Stylus Pressure Gases are important 
to the »:nginecr and experimenter alike to 
make sure that a phonograph pickup is oper- 
ating under optimum conditions. Quite a 
number have been brought out during the 
last decade, but none has been so useful to 
the audio man as that recently offered by 
Livingslon Electronic Corp., Livingston, N. J. 
This device is molded plastic, and contains 
a unique spring indicator which provides 
two scale spreads without any adjustments 
or manual operations. The entire scale covers 
a distance of about one inch, with half of 
that amount covering the range from 0 to 10 
grams, while the remaining half of the scale 
rovers the range from 10 to 30 grams, the 
two most useful ranges for phonograph pick- 
up work. 



HIGH "Q" DECADE-INDUCTORS 




HYCOR DECADE _i„ d ucfor units are 

indispensable for design and experimen- 
tation work on audio filters. 
The units are available In four ranges up 
to 10 henries. Units may be used indivi- 
dually or all four may be connected in 
series to obtain I Ll I henries in I milli- 
henry steps. 

Toroid coils are used to obtain high "Q", 
stability and low pickup from external 
fields. Inductance accuracy is 2%. 
The units are economically priced to bring 
them within the reach of all audio experi- 
menters. Send for Bulletin D. 

Jpbbers Inquiries Invited. 

THE HYCOR COMPANY 

7116 LAUREL CANYON BLVD., 
NORTH HOLLYWOOD, CALIF. 



Ready NOW 

ULTRASONIC FUNDAMENTALS 

By S. YOUNG WHITE 

The rapid Increase In the use of ultrasonic! during 
the last r«w years makes it natural that the well- 
informed sound engineer should want to learn some- 
thing of the applications and Potentialities of this 
amazine new field. But interest In ultrasonics Is 
not confined to the sound engineer — it is of still 
ereater importance to the industrial engineer ror be 
li the one who will visualize its uses In his own 
processes. 

Elementary in character, ULTRASONIC FUN- 
DAMENTALS was wTitten originally as a series of 
magazine articles lust for the purpose of acquainting 
the novice in this field with the enormous possibilitiea 
of a new tool for industry. It serres the double pur- 
pose of introducing ultrasonics to both sound and 
Industrial engineers The list of chapter headings 
will indicate how it can help you. 

CHAPTER HEADLINES 

Too Much Audio. Opportunities In Ultrasonics. 
Elements of Ultrasonics. Experimental Ultra- 
sonics. Coupling Ultrasonic Energy to a Load. 
Ultrasonics in Liquids. Ultrasonics In Solids. 
Testing by Ultrasonics. HlVh-Power Ultrasonics. 
Notes on Using High-Power Ultrasonics. Appli- 
cations of Ultrasonics to Biology. Economies of 
Industrial ultrasonics. 

The applications of ultrasonics hare already ex- 
tended to many Industries, and as Its possibilities 
are explored they will Increase a hundredfold. To keep 
abreast of Its growth, engineers In all Melds must 
know what they may expect from ultrasonics, how it 
Is used, how the energy is generated, and the tech- 
niques of applying ultrasonic treatment to many pro- 
cesses. 

ULTRASONIC FUNDAMENTALS Is not a big 
book — it does not cover the entire field of ultrasonics 
with hundreds of pages of dull readinB But In the 
three hours It will take you to read it, you will Set 
a down-to-earth glimpse into the far-reaching possi- 
bilities of a new an. 

ULTRASONIC FUNDAMENTALS 

By S. YOUNG WHITE 
36 pages, 40 illustrations. 8I/2 x I I, 
paper cover. SI. 75 

Book Division, Dept. A 
RADIO MAGAZINES, INC. 
342 Madison Avenue 
New York 17, N. Y. 
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Scientific Tests Show How To 

PRESERVE 
YOUR RECORDS 

And Get Superb Reproduction 

DIAMOND STYLI 

maintain a polished, rounded tip which 
mimimizes wear on record grooves 
AFTER 1000 PLAYS ON 
STANDARD-GROOVE RECORDS 




Osmium Sapphire Diamond 

AFTER 15 PLAYS ON 
MICRO-GROOVE RECORDS 




Osmium 



Sapphire Diamond 
The above photomicroRraphs (greatly enlarged) 
show the results of wear on stylus tips. Note the 
smooth, round, unchanged contours on the dia- 
mond styli. Compare them with the sharp chisel 
points worn on the sapphire and osmium tips. 
These sharp ednes cut groove walls and destroy 
response. 

Scientists find that diamond is 
90 TIMES MORE RESISTANT TO WEAR 
AND 4-10 TIMES STRONGER 
than sapphire— the next-hardest 
material 

Why subject the records you treasure to the 
ruinous grinding action of worn styli? You can 
preserve your collection — and save money too — 
by using a diamond stylus. It would cost at least 
$ 100 in sapphire stylus replacements to equal 
the durability and efficiency of one diamond 
stylus. 

SPECIAL OFFER SAVES YOU MONEY 

Rememher that in many cases a stylus become: 
worn — and causes damage — long before the de- 
fect is audible. It is far cheaper to replace your 
present stylus with a diamond than to have to 
replace or hear the loss of fine records. And you 
Can now obtain a genuine diamond stylus — for 
standard or micro-groove records- -at the LOW- 
EST PRICE EVER OFFERED! 

Theso am the finest styli available. 
The same styli are lined by radio stations. 

REPLACEMENTS CAN BE MADE ON 
NEARLY EVERY TYPE OF CARTRIDGE 



ATTENTION G. E. CARTRIDGE OWNERS: 
Don't throw away your old model variable 
reluctance cartridge. The worn stylus con 
be replaced with diamond by our experts. 



Here's how to get your diamond stylus replace- 
ment, which will pay for itself over and over. 
Just fill out the coupon below and mail it to- 
day. We will send you a special mailer in which 
you mail your cartridge or stylus assembly to 
us: we will replace with a new diamond stylus 
end return to you within a few days. If not 
completely satisfied after a 10 day trial, your 
money will be refunded. 

Please Print 



ANDREW'S RADIO COMPANY 

44Va warburton Ave., Vonkers 2, N. V. 

KnH-mcd lit □ cheek □ money order for 814,95 for 

one diamond si.yius replacement. 

Make and model of cartridge 

Suhm required □ for standard groove 

□ for micro-groove 
Special radius size* on request; no ex It a charge; 

otate size 



I Ntme 

Street 

I City Zona. . . State. . 




J • Noise generation is considerably sim- 
plified by the use of a new miniature noise 
generating diode recently made available by 
Sylvania Electric Products, Inc., 500 Fifth 
Ave.. New York 18. This tube, type 5722, 
is designed for standard laboratory noise 
measurement, and is operated with 150 volts 
on the plate and with filament voltages rang- 

I ing front 2.0 In 5.5 volts, depending on the 
desired plate current or noise output. In in- 

| tennittent service, the maximum plate dis- 
sipation is five watts, ami the noise spectrum 

j extends up to 500 megacycles/second. 




• The Corner Horn principle, now wide- 
ly accepted as highly efficient, is utilized in I 
a new model of the Brociner-Klipsch Dual- 
Horn Reproducer which is now offered in 
attractively styled cabinets for use in the 
home, both period and modern. The new 
models feature improved performance. Driver 
units of higher efficiency afford cleaner re- 
production of the extreme bass, a better 
balance in the middle range, and exception- 
ally smooth and flat frequency response to 
15,000 cps. The basic features of the original 
KKpsch system are retained, and funda- 
mental tomes from 30 to 15,000 cps are re- } 
produced cleanly and distributed through- 
out the listening area with uniformity. Horn 
loading permits bass reproduction without 
hangover, resulting in remarkable defini- 
tion, and individual bass instruments are 
clearly recognized because there is no reso- 
nant frequency to be excited by all notes in 
its vicinity. 

Details of the new models may be obtained 
from Brociner Electronics Laboratory, 1S46 
Second Ave., New York 28, N. Y. 




NEWS 



MERIT 

TRANSFORMERS 
Lead Again 
for Sound Equipment! 
with 

NEW OUTDOOR TYPE 

Universal Line Transformers. To ecu pit various 
line Impedances to voice coll. Universal mountlnl 
bracket. 

Designed specifically for maximum service In the 
outdoor sound field. 

Features: Universal mounting, (may be bolted or 
clamped to speaker bracket); Weather -sea led at 
moderate cost to withstand outdoor conditio ntf 
Encased in one piece drawn metal can; Potted to 
resist moisture absorption; Terminal board mounted 
inside can. 




TTK LttT OHMf IM»EDANCt 

NO MICt M.IMABY SIC WATH 

A -4040 t 1.75 ISO-SOO. 1000- 1 500.2000 4-1-14 ■ 

A-4041 4.75 150 500. 1 000- 1 500 1000 44-14 12 

A-404I IMS 250-53O.I000I5O0-2OOO 4-1-14 15 

A 4043 #.75 45 50 4-1 II 

HEAVY DUTY OUTPUT TRANSFORMERS 
Hiqh Itvtl Typ« 1« Coupb Lin Is Sp..k»i 
S*t. Imp«d.nc»: 4-| 15.250-^00 Ohmt 
OPEN MOUNTING D 



«■ sioe w»m 



A J 33 5H50 P.P. P* f . 6L4. P.P. 807 3300 e* 
A.3lll 7J30 PP6L6. 4Y6. PP2A), 

*A3. oB4. 45. PP6N7. 5000 c.l. 

46 

A.3I28 SCO PP6V*. 6F6 lOOO'ct. 

•SEALED IN MOUNTING H 

A-4033 14.50 P.P. P*f. iU P.P. B07 3100 cX 
A.4030 13 00 P.».6Lt> 6600 eJ. 

A 4021 1100 PP4V6, 6F6 BOO0 eJ. 

*W**th*rproofed. potted (or outdoor um *l 100*/, 



For information on 
other transformers 
sec the com p I e t e 
MERIT line in 
Sam's Red Book or 
ask for New MERIT 
Catalog no. 4911 |-| 






ERIT 

COIL & TRANSFORMER CORP. 

"4415 NORTH CLARK Sr., Chicago 40, III. 
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NEED RECORDING 
TAPE IN A HURRY? 



for service 
with the speed 
of sound ... 




for everything in sound, electronics, 
radio and television equipment 
at DEALER LOW PRICES! 

WHAT DO YOU NEED? 

The mosi complete stock of equipment 
from the most minute port to the largest 
installation . ready far instant delivery 
from aur THREE HUGE STORES AND 
WAREHOUSES! 

GET IT WHEN YOU WANT IT! 

Newark gives 24-hour service on mail orders 
. . . works even foster on wire or phone 
requests I 

COME! 

Visit our elaborote sound studios in New 
York and Chicago. SEE all ihe outitanding 
high-fidelity instruments of leoding manufac- 
turers. HEAR ond judge their performance 
instantly. 

COMPARE 

Nework's values the finesi equipment in 
the field ot dealer-low pricesl 




mil 



A 1c POSTCARD WITH 
YOUR NAME I ADDRESS 
to Dept. AE will brims 
you NEWARK'S great new 
1950 SOUND CATALOG 
supplement! 

MAIL, WIRE & PHONE 
ORDERS FJLLED AT 
ONCE! NEW LOW CREDIT 
TERMS: 10% DOWN... UP TO A YEAR TO PAY 

, r . only 6% carrying charge - no morel 

3 GREAT STORES! Uptown atllS W. 45th St. 
Downtown at 212 Fulton St. in NfW YORK 
323 W. Madison St. in the heart of CHICAGO 

^* S ' ~ I " Jl MAIL NOW! 




NEWARK ELEC. CO., 242 W. 55th Si., N. Y. C. 
Pleaie tend FREE 1949 Newark Catalog to: 

Name , 

Address 

City 



NEW LITERATURE 



• Co -axial Transmission Lines. What 
amounts to a complete reference library on 
co-axial transmission lines is a\ailable to 
broadcast and TV engineers, and lo others 

| in higli-fre(|uency electronic fields from An- 
drew Corporation, 363 E. 75th St., Chicago 
19, 111. This material is essentially a catalog, 
but contains many reprints of magazine ' 

, articles on this subject. 

* Sun Mailer. The Sun Radio Monthly 
Mailer, designed to bring news, descriptions, 
and prices of new or unusual items avail- 
able from (his distributor. Free to anyone ( 
in the industrial electronics field. Write on 
ycur letterhead- -Sun Radio & Electronics 

j Co, inc., 122 Duane St. New York, 7, N. Y. 




-State- 



• New jobber catalog with 1% pages 
of "everything in radio and electronics'' - 

■ is offered free by Allied Radio Corp., 833 
W. .lackson Blvd., Chicago, 111. 

• Tube data book, the seventh edition 
of this useful manual, has just, been brouglit 
out by Sylvania Electric Products, Inc., 
Emporium, Pa. Includes data nn 637 types 
of receiving tubes, together with character- 
istic curves of types m common use, resist- 
ance-coupled amplifier data, interchangeabl 
tube charts, dictionary of terms and instruc- 
tion on the use of characteristic curves < 
Available from jobbers at a nominal charge. I 

• High-speed rectangular coordinate re- 
corder is described in a brochure available 
from Airborne Instruments Laboratory. Inc.. 
Mineola. N. Y. This instrument plots volt- 
age or the log of voltage as a function of 
time or of the displacement angle of a meas- 
ured element. 

» Die-less duplicating is described fully 
in a 40-page catalog just published by man- I 
ufacturers of Di-Acro equipment, O'Neil- 
Irwin Mfg.. Lake City, Minn. 

• Television Components Replacement 
Guide is the title of the third edition of a 
useful 4-page reference available from Stand- 
ard Transformer Corporation. 3580 Elston 
Ave., Chicago 18. HI. Ask for bulletin 
DD338B. 



• Varnished Insulation^— extremely im- 
portant to the electrical engineering indus- 
try — is the subject of an interesting booklet 
just published by the Varnished Fabric and 
Paper Section of the National Electrical 
Manufacturers \ssociation. The book covers 
the nature, purpose, origin, development, and j 
use of varnished insulations. A copy may be 
obtained free from the NEM \, 155 E. 44th 
St.. New York 17, N. Y. 



CALL 
OR WRITE 

today for complete 
Recording Tape price 
list and a Free supply of 
Program Identification 
Labels. 



AUDIO & VIDEO PRODUCTS CORP. 

i650 BROADWAY N. Y.I 9, N. Y. 



AUDIO ENGINEERING SCHOOL 

A practical AUDIO engineer inK course in Sound 
fundamentals; DISC. FILM, and MAGNETIC re 
cording. Monitoring and Mixing AUDIO FreQuenc* 
measurements Sttidlot assimilating Broadcast, Mo- 
tion Picture. Television :md Commercial Recording. 
Approved for Veterans 

HOLLYWOOD SOUND INSTITUTE, Inc. 

1040-A North Kenmore. Hollywood 27, Calif. 
Correspondence courses snllirjle 



VISIBLE MAGNETIC TRACKS 
MAGNETIC RECORDING USERS: See uhat you 
are recording on your tape A solution Vls)-MaQ, Is 
now available In which the tape may be dipped to 
make the recorded signal visible. Stio«s IrreKularittei 
in heao to tape com net Especially valuable for align- 
ing head!) on dual-track recorders. BOOKLET also 
available on how to adjust and align the heads on a 
popular reversible dual-track recorder. A CARSON 
TAPE SPLICER is really a big help in those editing 
Jobs. Every tape recordist should have one. Ineipeo- 
live. Write for Information 

Mogneccssories, Box 6960, Washington 20, O.C. 




To be sure your 
calculations are 
RIGHT, use 

Fischer's 

RADIO & 
TELEVISION 
MATHEMATICS 



Over 400 samp/e problems, completely worked 
out. All the calculations commonly required in 
the design, operation or servicing of radio, tel- 
evision and modern industrial electronics arc 
included, arranged under electronic headings 
where they can be easily found. All formulas, 
mathematical tables, and a math review are in- 
cluded. A highly useful handbook for anyone 
working in radio or television and for all those 
preparing for FCC license exams. $6.00 

SEE IT FREE 



The Macmillon Co., 60 Fifth Ave., New York 1 1 
Please send me a copy of Radio & Television 
Machematics on 10 days' approval. I will cither 
remit in full or return the book. 



Signed 
Add ress 
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Karaite 

St AD tO 



ro/new; 



NEW YORK: 100 Stxth Ave. & 542 E. Fordham Rd 
CHICAGO: 901 West Jackson Boulevard 
BOSTON: 110 Federal Street 
NEWARK: 24 Central Avenue 
ATLANTA: 265 Peaehtree street 



LAFAYETTE HI-FI 
SELECTOR RACK 

Makes It Easy To 

USTW ■ ■■ 



Laid end to end, the components we 
have for your comparison would stretch 
more than a city block. Yet weVe con- 
densed them into one rack in one sound- 
proof room. Practically every known 
component is hooked up in this special 
Lafayette hi-fi rack. From it you make 
your choice of tuner, amplifier, speaker, 
baffle, record changers, etc. Test them j 
in any combination. Compare them 
side-by-side t In this rack you'll find the 
makings of your radio-phono combina- 
tion that has no equal in the commer- 
cial market. You'll also find single units 
to improve existing sound systems or 
receivers. And everything for LESS 
than you'd pay elsewhere. 

AMONG THE FAMOUS 
MAKES FEATURED ARE: 

Altec-Lansing, Bell, Bogen, Browning; 
Cinaudagraph. Collins, Espey, Fishor, 
Garrard, General Fleet nc, Good all, 
Hallicrafter?. Howard, Jensen, Lafay- 
ette, Meissner, .National, Pickering, 
Radio Craftsmen, Scott, Stephens, 
Strombcrg-Carlson, Thordarson. Uni- 
versity, 17 T C. Webster, and many 
other nationally known values. 



LETTERS 

I from pase 10] 



Sir: 

I read Mr. Schwartz"' letter with much 
interest. I would like to add my name to the 
list of your leaders also interested in such 
a series. 

Raul M. Kersten, M. D. 
826 Watson Ave., 
Topelca, Kansas 

Sir: 

I am in complete accord . . . 

Not only is the available literature quite 
widely scattered, but the treatment varies 
from too elementary a presentation to one 
which is hiehlv theoretical. Such a series 
can very well cover the *'great in-between* 1 
and be a boon to the technically minded 
layman and audio hobbyist. 

George W. Sioles, 

36 E. Montault Highway, 

Lindenhurst, N. Y. 

. . . Exactly expresses my need ... a 
boon to those of us who are not bona fide 
audio men from way back . . . There must be 
others like myself who would appreciate 
articles, not "written down" in the accepted 
sense, but perhaps couched in more elemen- 
tary terms — projects which could be at 
tempted with reasonable assurance of ulti* 
mate success without necessity of investing 
in expensive test apparatus , , . Chalk up 
one vote — would fill the great gaps in my 
own as well as in many others* audio edu- 
cations. . . and on and on. 
(Your response has been remarkable, and it 
also shows what we have not been giving 
our readers. The series requested by Mr. 
Schwartz will be inaugurated with the Decern- 
ber issue. Ed.) 



COME IN FOR A 
DEMONSTRATION 

''end for NEW FHEE CA TALOO 

LAFAYETTE RADIO 

Dept. AJ-9 
109 Sixth Ave.. New York, or 
901 W. Jackson Blvd., Chicago 



Address Changes . . . 

Subscribers to AUDIO ENGI- 
NEERING should notify our 
Circulation* Dept. at least 3 
weeks in advance regarding 
any change in address. The 
Post Office Dept. does not 
forward magazines sent to a 
wrong address unless you pay 
additional postage. We cannot 
duplicate copies of AUDIO 
ENGINEERING sent to your 
old residence. Old and new 
addresses MUST be given. 



Circulation Dept. 

AUDIO ENGINEERING 
Radio Magazines, Inc. 

342 Madison Ave. 
New York 17, N. Y. 



For the First Time - • - 

"ON STAGE" REALISM 
OF BOTH HIGHS 
AND LOWS 

II O Z A K 

New tone vaLes, never before avail- 
able +o the critical listener, are now 
distributed over the entire area of mu- 
sic's most useful frequency range. From 
robust basses to clear, non-pierctng 
highs, richness is the keynote of loud- 
speakers by Bozak — the gratifying re- 
sult of over 10 years' skilled develop- 
ment- 




WOOFER: 
Model B-199 



Twelve-inch unit specially developed for 
low resonance. Not only arc low frequency 
tonoi distinctly audible, but they have the 
rich fullness of true orchestral bass. Unique 
Boaak cone eliminates "drumhead" charac- 
teristic common to many woofers Response: 
40-3500 cycles; Rating: 12 watts: 22 oz. 
Alnlco V permanent macnet usink' special 
low earbon cast pole pieces. $52.50 list. 




DUAL 
TWEETER: 
Model B-200 



Hiffh tones, brought out with new degree 
of realism, now made acceptable to the ear by 
Bozak system of rubber damping. Direct ra- 
diated highs dispersed over w ide angle. Cleaji. 
smooth response makes high frequency lis- 
ten ing a pleasure. No shrill "piercing". 
Response: 1500 beyond 13.000 Cones: 2*4" 
dia with aluminum alloy apex; Coverage: 
120 deg. at 10 kc.. 100 deg. at IS kc : Rating 
5 watts: 7 oz. Alnico V permanent magnet*. 
427.50 list. (Patents pending). 

These speakers require only % mfd. capacitor 
fee crossover. 



See your distributor or write. — 

It. T. IIOZAK 

DESIGNER & MANUFACTURER 
90 Montrose Ave. Buffalo 14, N. Y. 
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But ALL Plefe*. 

TWIN-TRAX 

The Tape Recorder 
the Engineers are Buying" 

When it comes to high fidelity sound 
equipment, it's the specifications that count 
with engineers. And that's why they're buy- 
ing Twrn-Trax — the popular-priced tape 
recorder with professional specifications. 
Extended frequency response, wide dynamic 
range, low hum level, easy operation, trouble- 
free performance! And two tracks means 
twice the playing time on standard tape 
reels, with tape costs cut in half — a saving 
you don't have to be an engineer to 
appreciate. 

Write today for technical literature and 
professional factory discounts. 



Amplifier Corp. or America 



398-4 Broaaway • New York 13, N. Y. 



DOLLAR DEFICITS. 

We heartily endorse Mr. Paul Hoffman's 
statement that the only way to overcome a 
deficit of dollars is to earn them. In an 
nrticle in the London Daily Express of July 
29th, H. A. Hartley said, apropos of earning 
dollars, "It cannot be done by State planners 
who consider the people of North America 
a collection of suckers who will buy anything 
so lonit as it is marked "Made in Britain". 
I find Canada and U.S.A. anxious to do 
business with me, not because a high-pow- 
ered. hiKh-snlaried hawker has called on 
them w i th a lea ba 1 ly hoo, but because we 
offer them something they cannot buy at 
home and ihe price is right." 

In seven short months Hartley-Turner re- 
production has brought new pleasure to many 
American music-lovers, and you can exper- 
ience this pleasure too at an absurdly low 
cost. In spending dollars on Hartley-Turner 
you may be helping international economics 
but the thing that matters is that you have 
got something you couldn't get anywhere else 
at any price! 



Th« Hartley-Turner 215 Sptn^r $50.00 
High-grade output transformer , . . . 14.. 00 



These prices Include freight, packing and 
Insurance. Import duty 15% which you pay 
to the postman 



Send ■ dollar bill today for the complete fulde to 
hUh-fidelity "New Notes In Ridio", including a 
■erTlcfl of technical data sheet i dealing with every 
aspect of the subject. Uterature is free for the asking. 

H. A. HARTLEY Co., Ltd. 

152, HAMMERSMITH ROAD, 
LOHDOH, W. 6, ENGLAND 
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Another Audio Addition 

LIVINGSTON 




The Pocket Stylus Pressure Gage — with 
expanded 0-10 Kram rantre and full ranee 
at 30 grants, is an economical yet accurate 
solution to the problem of stylus pressure 
determination. 

Compact, sturdy, and attractive, this gaffe 
really "does the job." Selling for $1.50 net, 
it's another member of the Line "by 
Livingston." 




I lie Mil Loudness Control is now available 
at most jobbers, and is the instantaneous 
hit wo had hoped it would be. 
Write us direct, if you rare to, for the ad* 
dress of your nearest jobber. 

Livingston Electronic Corp. 



Livingston, 



New Jersey 



FREE! ^ for it NOW! 



RLUED'S NEW 
l9 5<> CATALOG! 



196 PAGES— 
Everything in 
Radio and 
Electronics 



GET RADIO'S 
LEADING BUYING GUIDE 

Service Technicians and Engineers: al- 
lied's 1950 Buying Guide brings you all 
the new releases and money-saving val- 
ues- -from the world's largest stocks of 
test instruments, amplifiers, P. A. sys- 
tems and equipment, tubes, parts, tools, 
books and accessories- -ready for instant 
expert shipment. Send today for your 
free new 196-page allied Catalog. 




ALLIED RADIO CORP., DEPT. 17-K-9 
833 W. Jackion Blvd., Chicago 7, III. 
□ Send FREE New ALLIED Catalog. 



Name , > 
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Listm, -for the Words Transcribed by AMPEX"ajier~thc great shews (k radio 




Designed by engineers 
who had your engineering 
needs in mind! 



* Original program quality preserved 

Use of independent reproduction facilities allov/s instantaneous 
monitoring and make* possible the most stringent comparisons 
between recordings and originals. 

* Tape and playback noise non-existant 

Use of special record and bias circuits has eliminated tape noise.* 
Extreme care has been exercised to eliminate hum pick-up. 

* Editing made easy 

Vi ith Ampex editing is almost instantaneous. Single letters have 
been actually cut off the end of words. Scissors and scotch tape 
are all the tools needed. 

* You can depend on Ampex 

Read what Frank Marx, Vice President in charge of Engineering, 
American Broadcasting Company, says: For the past two years 
A.B.C. has successfully used magnetic tape for iebroadcast pur- 
poses. . .A. B.C. recorded on AMPEX in Chicago . . .17 hour- per 
day. For 2618 hours of playback lime, the air time lost was less 
than 3 minutes: a truly remarkable record." 



Console Model 300* $1,573.75 
Portable Model 300 $1,594.41 
Rack Mounted $1,491.75 

'Meter panel extra 

F. 0. li. Factory, San Carlos, Calif, 



SPECIFICATIONS 

FREQUENCY RESPONSE: 

At 15"± 2 db. 50-15,000 cycles 

At7.5"+2db. 50- 7,500cycles 

*SIGNAL-TO-NOlSE RATIO : The 
Overall unweighted system noise 
is 70 db. below tape saturation, 
and over 60 db. below 3% total 
harmonic distortion at 400 cycles. 

STARTING TIME: Instantaneous. 
(When starting in the Normal 
Play mode of operation, the tape 
is up to full speed in less than 
.1 second.) 

FLUTTER AND WOW: At 15 
inches per second, well under 
0.1% r.m.s., measuring all flutter 
components trom 0 to 300 cycles, 
using a tone of 3000 cycles. At 
7.5 inches, under .2%. 



Manufactured by Ampex Electric Corporation, San Carlos, Calif. 

DISTRIBUTED BY 

BING CROSBY ENTERPRISES AUDIO & VIDEO GRAYBAR ELECTRIC CO. INC. 

9028 Sunset Blvd.. Hollywood 46, Calif, PRODUCTS CORPORATION 420 Lexington Ave., New York 17,N,Y. 

1650 Broadway, New York, New York 



www.americdnradiohistorv.com 



I Unit shown Is 
I actual tlxe,6V6 
I tube shown 
I for comparison 
I only. 



Type 
No. 

A-»0 





ll/Z'l level case, "^ Co/ ' sfr^l rn °*e c ° c °mpe n . 



HERMETICALLY SEALER 

On special order, we can supply any of the Ultra 
Compacts hermetically sealed per Jan T-27 Grade 
1 Class A in our RC 50 case as illustrated. 
Dimensions: KeighU'/V', Basely x \ T %". 



U t high f*«n ^ D, ° UN " $ 

IllTRA CONVPW 11 Seconds 2 OB <ror 

III" 1 * lmpeda „ c e 

lmpe<)»"« 30-20.000 



w US/ISO. 200/250. 50.000 ohms 
Low^ T ^^ UP ' 333.500/600 0^ 



Low -.mped.n" n.™ ■ ■ 3 33. - 0 fc m s 

or multiple l.n. " 500 ohms , , ow hum P" 

or line to I or , 25/ ,50. 200/250. ^ sect , on5 

, nce mike. P'ck"P; * 3 500/6OO ohms 

r-stf-^ ,opus p , fi — ° vei 

.1 . . *x r.nn ohr 



A-U 

A-18 
A->9 
A-24 
A-25 
A-26 
A-30 



± 2 DB fcom 

30-20.000 

50-10.000 
30-20.000 



l^X"^^ "3. BOO/^00 ohms 

rr^ 1 ' ... 3 000 to CS.000 ohms 

, . to q rids °' . m . overall. 50" zu ' 

Slnq | e plate to 80000 ohm* ° « 

\ SplH pr'mo'V cSmS ^.^ lurn ratio 

• b"mA unbalanced D-C. g^oO to 15.000 ohms - ohms 

Sinde Plate to multiple l.n. - _ 200/250. 50 

, , W B.000 to 15.000 oh.s »• _ 5W)/600 ohms 

Sinqle plate * mult^e 1m„ 0 250, 50 2 

S 8 '^A unb.l.n«d D.C ^ ^ ^ 5^ ohms 

Push pull -ow level Inch side @ 4 MA ,S00 ohms D.C 

multiple line 



I MA unbalanced 00 t0 i 5,000 ot>ms ^ 500/6OO ohms induC *,nce 

Pulh pull low lev.1 ta Inch side @ 4 MA ,S00 ohms D.C 

multiple line 6000 ohms D,- 

tf-.tt , 

U % Aud'o Lfn»s .v.il."" ■ - 
Comp.ct Auo o ^ /, // 



\ 



Isi/TKA**" (/ new c „ LfS »«L»r 

lxPOR TO.V.S.OH 13»ST ^^^^^ 
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